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PUBLIC IGNORANCE AND MUNICIPAL IN- 
DIFFERENCE LAY FOUNDATIONS FOR 
PUBLIC DISEASE AND MUNICIPAL 
GRAFT. 


Few individuals and communities possess tor 
sight. The majority of the public’s thinking ts ot 
the [-told-you-so type. Our hindsight 1s very much 
greater than our foresight. This is specifically true 
in all matters concerning public sanitation. It re 
quires a pestilence to bring into being a genius 
with a cure for it. A holocaust is necessary to ad 
vertise the existence of and the necessity for en 
lorcing a building law. Sanitary eftorts have been 
hitherto more directed along the lines of remoy 
ing the corpses than guarding the live bodies 

[In no case is this more apparent than in that 
evidenced by the public ignorance and municipal in 
difference as to the necessity of town or citv plumb 
ing inspection. It is left for the politician, in need 
of afresh position to offer to his henchmen, to bring 
about in a town or city a plumbing inspectorate 
We area nation without a national board of health 
and without a national sanitary code, and have con 
tented ourselves with pinning our national taith to 
individual and varying efforts and results along san 
itary lines with the hope that the nations sanita 
tion will continue to advance without the necessity 
lor the organized effort and accurate thinking that 
has been found necessary 1n all other lines of human 
advancement. 

So erratic are we 1n Sanitary matters that many 
a populous and important city 1s miles behind com- 
paratively small towns in its sanitary development 

The time is ripe for a national movement toward 
uniformity in national sanitary measures and pra 
tices. The first step toward that end is to make 
compulsory the appointment of a plumbing in 
spector and the creation of a board ot} publi ALe| 
in every town or city possessing a water supply, r 


eardless of its population. The public may be sut 


prised to note that plumbing inspectorshy ind 
boards of health or public satety are the exception 
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rather than the rule in the towns and cities of the 
United States. 

Ikven when they do exist, they do so for the most 
part under a regime of red tape which binds them 
and and toot, ard the little work that they are 
able to accomplish under these adverse conditions 
tur the public good is often rendered null and void 
by an election fiat which deprives a good man ot 
a usetul position and substitutes for him an incom. 
petent and indifferent one 

It is peculiar how earnest and decided are the 

iews Of men and women in politics, theology, sports 
and fads, and how ignorant and apathetic. they are 
'n matters of sanitation. The washing of faces, the 
combing of hair, the cleaning of teeth and the brush 
ing of clothes are to the average individual the four 
cardinal sanitary points of the compass, and by 
these he steers his way through life. Most people’s 
attitude to sanitation resembles that of a country 
cousin visiting a modern flat in New York for the 
first time. She wrote to her sister as follows: “1 
arrived here this evening (Monday). They have a 
very beautiful flat, as they call it, and 1 was de 
lohted with its fittings. The bathroom 1s Very fine 
and contains a beautiful porcelain bath. I feel as 
though I can hardly wait till Saturday night!” 
howns and cities hold somewhat the same posi 


1 
i 


lion as regard plumbing inspectors and boards of 


public satetyv. 


They can hardly wait till they get as 


large as Pittsburg, New York or Chicago to get 
them 

Lhe absence of a plumbing inspector and a board 
of public health or safety is possible without serious 
menace during the vears of village size. Then the 
houses are built widely apart ; the population is never 
congested ; the wells are far removed from the privy 
vaults; and the village sewage is absorbed by the 
local soil and does not contaminate the drinking 
water supplv. It must be remembered. however. 
these are the times of rapid development: the inter 
urban electric and steam-railroad service changes 
the status of a county in a few years and transforms 
the village into a town and the town into a city. 
Scientific discovery of mineral or other resources in 
a country locality will bring to it capital, trans 
portation and population and soon it acquires metro 
politan advantages and responsibilities. 

[hese are not vain imaginings, but the history 
of the country points to hundreds of cases of this 
kind. Construction of a waste system for a town 
or city and the keeping of it in good condition is as 
important as and presents a striking analogy to 
the proper arrangement and health conditioning of 
the organs which fulfill similar functions to the 
physical body of the individual. Interrupt the ser- 
vice of any part of the waste system in the human 
hody and the result is congestion, fermentation. 
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disease and possibly death.“ Abdominal malforma- 
tion lays upon the individual concerned the burden 
of a life of sickness and discomfort. 

This is true also of those*fowns and cities disre- 
varding this analogy, by careless installation of 
their waste systems without proper supervision on a 
definite and sanitary plan. When disease appears, 
and the urgent need of sanitation becomes manifest, 
the financial resources of these communities are 
strained to the extent of thousands of dollars in the 
attempt to restore health and ward off further 
disease and hundreds of valuable lives may be lost 
or crippled before the sanitary svstem is established 
and effectually operative. 

[In sanitation the municipal eye is too often glued 
upon the bargain counter. Municipalities should 
learn the lesson that the best goods are not sold at 
reduced prices and that the department store of life 
has no bargain counter. 

In the frantic process of reorganization and re- 
storation, illimitable opportunities are offered to the 
unscrupulous ward-heelers and pot-house politicians 
to take advantage of the public’s dire necessity of 
which there are instances too numerous to mention. 

A town or city without a plumbing inspector is 
laying a foundation for a reign of graft which will 
inevitably place a heavy yoke on the necks of the 
succeeding generations. Such towns or cities are 
sowing the wind of indolence and will reap the 
whirlwind of malevolence. Women of so-called re- 
finement and men credited with business astuteness, 
both priding themselves on personal cleanliness of 
habit. ignore with complacence, hints, instruction 
and appeals for rigid supervision of plumbing in- 
stallation and are awakened only from their leth- 
argy by the death-rattle in the throats of their 
Grst-born. To such communities we present this 
editorial advice—Don’t cheat the baby. Provide 
now ‘that it shall have what it is entitled to—a 
healthful childhood, a disease-free adolescence, a 
sanitary maturity and a natural termination to its 
span of life. 

Even if it should cost $5,000 a yeai to maintain 
a plumbing inspector (and it does not) as a guard- 
ian of public health, this would only impose on a 
town of 10,000 population a trifling tax of 50 cents 
a head. Is there any member of an intelligent com- 
munity who does not think the guardianship of 
his health and that of his family is worth a half-a- 
dollar: 

An appointment of a board of health 1s just as 
essential. We believe that in any community there 
can be found from five to seven men with a suf- 
ficient love for the best things to study the steps 
of national sanitary development with the view of 
keeping their community abreast of the times in 
these matters. ‘They can co-operate with and stand 
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behind the efficient plumbing inspector in his work 
and will be in a position to note whether the plumb- 
ing inspectorship is held by one worthy of his trust. 

We urge upon our plumbers throughout the coun- 
try to call the attention of their local press to this 
editorial and the message it bears, feeling sure that 
every master plumber knows that it is to his best 
advantage that a rigid plumbing inspectorship shall 
prevail in the territory over which his business ex- 
tends. 

><? 


STOP THE THIEVING! 


By J. F. Brady. 





The receipt of a bill, rendered for any service or any 
goods, in nine out of every ten cases causes the recipient 
to “look it over” to determine its correctness, or to criti 
cize the sender for an apparent “over-charge.” 

This is what happens to bills of every kind, including 
everything which goes to make up the items of high cost 
of living, a subject most prominent at this time in the 
minds of the entire country, except possibly the managers 
tf the so-called “trusts.” 


— 


and members « 

In the matter of plumber’s bills there has always bee1 
more or less belief among the general public that the, 
were to a great extent extortionate in price, that the, 
charged for work which was not done, that they made 
work for themselves either by taking out and replacing 
material which could have remained, or by their men kill 
ing time on the work. 

It may be that there are some men throughout the 
country engaged in the plumbing business who do such 
thieving tricks as these, but I believe I can truthhfully 
state that they must be few indeed, or few in those cities 
or towns where the law requires that the work of these 
men be inspected, that the men themselves be licensed to 
practice the business, or both. In such places it is most 
probable that the recourse to such practices by the ‘lower’ 
men in the business will be uncovered sooner or later 
and an attempt made to correct the greatest part of the 
evil, for 1 do not believe that it can be entirely removed 
There is always bound to be unscrupulous men in ou 
trade as in every other line of occupation 

One item which has recently come to the attention of 
the writer wherein was given the opportunity, or rather 
where advantage was taken of the opportunity to double, 
triple or many times increase the price of a bill rendered 
the plumber himself in connection with the work, but 
which bore no other expense to him than the amount of 
the bill. The matter to which I have reference is, ot 
course, only prevalent in certain places throughout the 
country. As the writer is informed the plumber himself 
in some cities refills the cuts which he has made in street, 
roadway, footway or parking, repairs the same to match 
even with the balance of the part into which he had cut 

In other cities and towns or villages, it appears that 
the repairing of the cut is a matter of conscience with 
the plumber or the man who has done the work, while in 
some other cities it is a practice of the inspection office 
to require the plumbers engaged in the business to put 
up a certain amount of money from which can be paid 
the different bills held against the particular accounts 
for work done or material furnished the plumbers 


In one city I know of, the writer has been told that 
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a deposit of a specified amount is required to be made 
by the master plumber before any permits will be issued 
to him to make an excavation outside of the building line 
lhe first of each month bills are sent out by the office 
controlling the deposits, to the plumbers for whom cuts 
in the street, roadway, footway or parking have been 
repaired, and the plumber is required to replace that 
amount to the deposit account before the 15th of the 
month, otherwise notice is issued that no more permits 
be issued to him until he brings the amount of the deposit 
to the required original figures. 

Here is where the opportunity spoken of above is pre 
sented for the “thieving” plumber to work his scheme ot 
robbing the public who, ot course, are called upon to 


’ 


ae by the 


pay the costs for the repairing of the cuts m: 
plumber in the performance of his work of completing 
the contract entered into between the owner and the 
plumber 

Che bill when rendered by the municipality may be 
but a dollar or so for the repair, yet there have been 
cases cited to the writer, where, in a city which tollows 
this practice, the plumber charged the owner 1,000 pet 
cent more, or $11.00 for a $1.00 cut. This is without ques- 


tion bold-face robbery Pwo other cases were cited 
()ne, where the city's charge was twenty five cents and 
the owner paid the plumber $3.50, and the other case, 


where the bill rendered the owner called tor the payment 
of $32 for a repair, when in reality only about $3 was 
charged against the account of that plumber 

The writer hbeleves 1] justice both WaAVs fie believes 
that such men as these should be put out ot 
ness or severely punished, not alone as a_ protect 
rotection ot the 


the balance of the trade but for the | 
rights of employing owners or tenants 

It is mv belief also that the plumber has a perfect lega 
right to charge from 5 per cent to 15 per cent of the 
amount of the bill rendered him for repairs on that bil 
when presented to the person for whom the work is being 
done. because of the fact that it is his money which 1s 
being tied up as a deposit all the time, and there should 
be something paid for that use. Such a percentage eve 
on the full amount of the deposit would not amount to 
a matter of even a question by the party called upon t 
pay it, but would, I feel assured, be looked upon by him 
as a legitimate charge 

The matter of this over-charging, however, by som: 
men in the trade should be looked into by those who haves 
the interest of the trade—and pocket-protection at heart, 
for these conditions may exist in the readers’ vicinity th 
same, or almost the same, as thev do in the citv in que 
tion above 

Let’s all, you, the other fellow and |, do what we cat 
to aid in the abating of such ruinous practices as thes: 

ee 


NOTES FROM THE WEST. 


E. R. Gates has opened a plumbing establishmen 


130 West Main St., Marshalltown, Ia 
The Howe-Gray Hardware Co., Ogden, la., has secure 


the contract for the installation of plumbing and stean 
heating systems in the Farmers’ State Bank building 1 
that town. 

Schultz & Seibel, Hannibal. Mo., have been awarded Clie 
contract for the installation of a hot-water heating sy 
tem in the residence of Fred Storrs on J.oudon St. in that 


? 


town 

Austin & Figgin’s plumbing establishment 
a.. Was destroved hy fire Iact veel] | hy ley ' 
by insurance 
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\. J. Mathey has purchased the stock and business of thi 
Symms Plumbing Co, LeMars, la 


Donlin & Smith is the style of a new plumbing firm 
which has opened an up-to-date establishment at Clinton 
ind Vail Sts., Middletown, © 

The Simon Plumbing Co., Brooklyn, N. Y., has been 
Incorporated with a capital of $500 The incorporators 
ire: Joseph Simon and Philip Simon, both of Brooklyn, 
ind Hyman Greenberg, of New York City 

L.eiebure & Smith is the style of a new firm which has 
opened a modern plumbing establishment at Chillicothe, O 

The Montpelier Plumbing & Heating Co., Montpelier, 
Vt., has secured the contract for plumbing Kendall’s new 
hotel at Lake Morey, Favilec. The contract calls for 10 
bathrooms and 50 lavatories 

Harry Thompson, Hamilton, O., has moved his plumb 
ing establishment into Sortman’s building on Main St 
in that city 

kdw. Hamilton, Hancock. Mich., has secured the con 
tract for the plumbing in the new building being erected 
by the Hancock Realty Co. at West Hancock Mit 
Hamilton has also secured the contract for the plumbing 
in Miss Mary Barkell’s new residences 

Phe Ek. E. Robinson Co., West Lafayette, Ind., has been 
incorporated with a capital of $1,500 to conduct a heating 
business. The incorporators are EK. F. Robinson, A. A 
Mathieson and A \. Stratton 

hrank Sloan and George Lanphici: have formed a part 
nership and opened a plumbing establishment at lock 
port, [1] 

Phe ‘Trent Engineering & Manufacturing Co.. Salt Lake 
City, Utah, has secured the contract for the erection and 
construction otf a central heating and electric plant for the 
Mormon Tabernacle, the Temple, the Assembly hall, the 
Utah hotel and the Vermont and Sharon buildings. Th 
contract amounts to about $200,000. 

i lway & Chamberlain, Altoona, Pa., have been awarded 
the contract for the plumbing in the new General hos 
pital at Clymer, Pa The contract calls for a large 
number ot fixtures 

The Leavenworth Plumbing & Heating Co. has opened 
an attractive plumbing establishment at Fourth and 
Shawnee Sts., Leavenworth, Kan. The company is com 
posed of E. J. Fuller and A. Wittenberg 

The Buckeye Plumbing & Heating Co., Dayton, O., 
has been granted a plumbers’ license and will open an 
up-to-date establishment at 1708 East Third St.. in that 
city. 

Hewitt & longworthy have’ purchased Joseph H 
Church's plumbing and heating business at Greenville, 
Mich. 

lhe Iowa Mfg. Co., Oskaloosa, Ia., has secured the 
contract tor the construction of a central heating plant 
at the Oregon State Insane Asylum at Salem, Ore. The 
consideration 1s $53,000. 

M. 5S. Jennings and Guy Hughes have purchased the 
plumbing establishment of F. D. Burgess & Son, at Mc 
Cook, Neb. The business was founded 26 years ago by 
kf. JD. Burgess 

Thoma |? \loore, Reading, Pa.. has secured the con 
tract tor the installation of plumbing systems in the fif 
teen houses now being erected on Douglass St : by Reber 
& Deppen 

Phe McFadden Plumbing and Heating Co., Newark. N 
.. has been incorporated with a capital of $100,000 


‘ } } 


—_ 
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Spriggs Bros., Grand Forks, N. D., have been awarded 
the contract for the installation of an up-to-date heating 
and ventilating system in the teachers’ college in that 
city. 

The Hub City Heating & Lighting Co., Aberdeen, S. 
D., has been incorporated to conduct a plumbing, heating 
and lighting business. Orson B. Poore and E. A. Poore 
are at the head of the new enterprise 

The school commission has decided to install a steam- 
heating plant in the central school building at Sunapee, 
N. H., at a cost of about $1,000. 

The plumbing firm of Walker & Schrum, at Gridley, 
I1l., has been dissolved by mutual consent, George Woodell 
having purchased the interest of his partner, Mr. Schrum. 

Edward T. Doyle, Albany, N. Y., has moved his plumb- 
ing establishment from 14 James Street to 802 Broadway 
that city. 

It is expected that a plumbing inspector will be ap- 
pointed at Methuen, Mass., at the next meeting of the 
new board of selectmen in that town 

Edwin HH. Moore Co., Jersey City, has been incorporated 
with a capital of $125,000 to conduct a plumbing, heating 
and gas-fitting business. The incorporators are Edwin 
lf. Moore, Robert G. Moore and Elmer L. Moore. 


The citizens of State Center, la., have voted to bond 
the district for $5,000 for the purpose of providing a heat- 
ing plant for the school Proposals will be called tor in 
the near future. 

The Fargo Plumbing Co., Fargo, N. D., has been 
awarded the contract tor the plumbing and heating of 
Ceres Hall, the new building for domestic science de- 
partments at the Agricultural College. The consideration 
‘s $12,494. Other bids received for the plumbing work 
were from T. P. Riley ($13,649) and Ed Madison ($14,233). 
The building is to be completed by September 1, 1910. 

The Williams-Clark Co., Schenectady, N. Y., has been 
incorporated with a capital of $10,000 to conduct the 
plumbing business heretofore conducted by a firm of that 
name. The incorporators are Geo. W. Clark, Delos H. 
Williams and E. A. Williams. 


Blumve & Jay Co., 514 E. 9th St. Los Angeles, has se- 
cured the contract for installing the plumbing system in a 
twelve-room residence for W. L. Valentine at Alhambra, 
Cal. Consideration, $1,891. Architects Hudson & Munsell, 
Stimson Bldg., prepared the plans 


Thomas Haverty Co., 517 So. i:os Angeles St., Los 
\ngeles, has secured the contract for installing the plumb- 
ing and steam heating systems in a three-story brick office 
and store building at Main and Winston Sts., erected for 
Geo. Chaffey, A. M. Chaffey and Dr. West Hughes. Con- 
sideration, $2,350. Architects Parkinson & Berstrom, Se- 
curity Bldg., prepared the plans. 

J. Loney, 85 City Hall Ave., San Francisco, has been 
awarded the contract for installing the plumbing system 
in the east wing and central portion of the Hospital for 
Children and Training Home for Nurses, California and 
Maple Sts. Consideration, $12,761. Architects Bliss & 
Faville, Balboa Bldg., prepared the plans 

The Turner Co., San Francisco, has secured the contract 
ior installing the plumbing, gas fitting and sewerage sys- 
tems in the two-story brick building, being erected by J. 
G. Walker Co. on Powell St. Consideration, $2,197. 
Architects Cunningham & Politeo prepared the plans. The 
Turner Co. also has been awarded the contract for the in- 
stallation of the plumbing, gas-fitting, steam and hot-water 
heating systems in a new four-story trame apartment 
building on Taylor St., erected by James Wainwright, at 
$2,470. Architect John D. Hatch prepared the plans. 


Borcus Bros... San Francisco, have been awarded the 
contract for installing the plumbing, gas-ftting, sewerage 
ind water-piping systems in atwo-story building on Pacific 
\ve., erected by David Babbero (Consideration $2,814. 
Architect Philip Overman prepared the plans. The Pacific 
Blower & Heater Co. will install the heating system, at 
$863.40. 

Robert Dalziel, Jr., Co., San Francisco, has secured 
the contract for installing the heating, ventilating, and 
sterilizer systems in the Hospital for Children and Train 
ing Home for Nurses. The consideration 1s $12,497 \r 
chitects Bliss & Faville prepared the pians 
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SECTION I 

It is believed that many facts connected with the heat 
ing of dwelling-houses by steam and hot water are 
not generally available to the great mass of steam-fitters, 
plumbers, architects and owners. This is largely due 
to this information being locked up to a great extent 
in formulas, which many, possib!y a majority could not 
understand 


It will be the purpose of this book to clearly state 


the more important facts in simple form and entirely with- 
out algebraic designations, or formulas. Those who do not 
easily comprehend facts when expressed in the X Y Z 
forms of the schools will have at their command by this 
means, not only the results of all the formulas. but the 
reasons for each step in the construction of a house 
heating plant, whether steam or hot water be used as 
the heating medium 

It is hoped that the entire process, step by step, can 


be stated so simply and the reason for each step 


explained, that any steam-fitter, plumber, o 
mechanic, with a general knowledge of the use of the 


| ‘ rr} 
so cieari\ 


materials and tools of the trade, can, by the aid of 
this series of articles proceed to measure up a house 
properly. Such measurement will be required in order to 
properly determine the loss of heat; the size of radiators 
needed to properly replace the heat lost; the proper sizes 
of piping to convey the heating medium at any selected 
gage-pressure in steam or temperature in hot-water heat 
ing; and the proper Size and type of boiler to use 

It is a matter of common knowledge that there are a 
number ot so-called systems or methods of constructing 
house-heating steam and hot-water plants. 

But it is not generally known, apparently, that all these 
various systems are primarily based upon the observance 
of a few general laws; laws as certain in their action 
is the laws of attraction and repulsion. 

There have been many books written and many rules 
given for students of heating problems, but most of 
these have been prepared to exploit some _ individual 
idea, or some one particular design, or type of con- 
struction, with the result that persons who have come 
into the possession of more than one authority, or 
writer’s rules, usually find them so widely at variance 
on important points as to be bewildering. 

Because of these well-known VWvariations, thousands 
of splendid mechanics in the plumbing industry have been 
disinclined to take up the most desirable portion of their 
business, that of house-heating. 

We believe that the reader, or student, who will, 
in these pages, carefully follow each step in the designing 
and construction of house-heating plants for steam 
or hot water. will have no difficultv in bringing all 
apparent differences of authorities to one common basis. 
When this is done, these differences will be reconciled, 
except in cases where, as in the foreign patented systems, 
in element is introduced which is beyond the explanatory 





scope of this present book; although when fully studied 
it will be found these systems in no wav disagree from 
the fundamental laws explained herein 

With these few words of introduction we will start 
at once to discuss the necessary things to do and the 
reasons for doing them, preparatory to doing a steam 
or hot-water heating job in an ordinary residence build 
iny 

The form of procedure will be the same. whether thi 
building be one that has been occupied for years, or is 
being prepared for first occupancy, or whether it is to 


be heated with steam or hot watet 


CHIMNEYS. 
Che first thought and attention should be given to the 
chimney-flue construction when proposing to construct 
steam or hot-water heating plant Unless this 1s 
properly constructed, of ample size and height, time, 
money, patience and good reputation will be wasted 


if an attempt is made to connect up any one of the 
so-called systems to an inadequate chimney-flu 

In order that the student, or general reade may 
inderstand what 1s meant by an inadequate chimney-flue, 
it will be necessary at this point to explain fully certain 
tacts in relation to chimneys to be used for house-heating 
boilers 

The chimney-flue serves a double purpose. I[t must 
not only maintain a relatively steady draft, but it must 
also lift and discharge from its top the gases and smoke 
created by the fuel-combustion in the boile: 


\mong heating engineers the strength of draft in 


chimney-flue is measured by the number of inches 
of water required to equalize it, 

lor the benefit of those of our readers who are not 
familiar with the measuring devices used for this pur 
pose, we illustrate and describe two draft-gages used 


extensively throughout the country. 


The Péclet Draft-Gage 
It consists of a bottle A with a mouth-piece near the 
bottom, into which a tube, EB, is inserted with any con 
venient inclination. The upper end of the tube is bent 
upward, as at BK, and connected with a rubber tube, 

















Fig. 1. The Péclet Draft-Gage. 


KC, leading to the chimney The tube 1s tastened to a 
convenient support, and a level, D, is attached 

To use the instrument, first level it, note reading of 
scale, then attach it to the chimney, and take the reading, 
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which will be, if the inclination is one to five, five times 
the difference of level in bottle and tube. The scale 
should be graduated to show differences of level in the 
bottle, and thus give the pressure directly in inches of 


The Miller Draft-Gage. 
consists of two pieces of three-inch brass pipe con- 


nected by a half-inch pipe at bottom. One of the pipes 


to the chimney 
The other piece 


is closed at the top and can be connectec 


’ 


17 - 
Wlall pipe 


{ brass pipe 1s open and has a hook-gage reading to 1/1000 


vith a valve as shown 


f an inch suspended in it [In preparing for a reading, 


he closed tube or leg 1s shut off from the chimney and 
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Fig. 2. The Miller Draft-Gage 


pened to the atmosphere; the water then stands at the 
same height, aa, a’a’, in both legs. The closed leg is now 
shut off from the air and connection 1s made with chim- 
ney, whereupon the level falls to bb in the open leg and 
rises to b*’b* in the closed leg. As the two legs have ex 
ictly the same internal diameter, the fall ab is half the 
draught, measured in inches of watet The hook-gage is 
et to the level aa when it is connected to the chimney. 
the difference of the readings multiplied by 2 is the draft 
in in. of water. The reading by the hook-gage can read- 
ily give an accuracy of 1/1000 of an inch, which is suff- 
cient for this purpose. 

Hence it will be seen that 
27.77 high is the equivalent of one-pound pressure per 
[It is usual to 


column of water 


square inch of surface upon which it rests 
say 28 inches, and for ordinary computations this height of 
water-column is used. If a chimney-draft was balanced 
by a column of water one inch high, the draft strength 
would be 1-28 of a pound or thirty-six thousandths of 
a pound per square inch of area. This is not considered 
by power-boiler manufacturers enough draft for their 
product, for experience and experiment have demonstrated 
that to maintain combustion of the various coals at high- 
pressure steam-producing temperature, a minimum draft 
equivalent to a column of water one and one-quarter inches 
high is needed in big power plants and with ‘some 
boiler construction even as high a pressure, or draft, 
as will balance two inches of water is required. Nearly 





ENGINEERING 











Vol. LI, No. 2. 





all house-heating boiler-manufacturers of present time 
require that a chimney-draft of at least fifty-four ten- 
thousandths of a pound per square inch of area shall 
be provided, or in other words, that the draft per square 
inch shall equal the pressure of one fifteen-hundredths 
of an inch of water, although Some require as much as two 
tenths of an inch. But the chimney-flue must possess 
something more than draft 

It must have a sufficient area in square inches at the 
specified draft to permit the smoke and gases produced 
from a given quantity of fuel at varying rates of com- 
bustion to pass through the flue and be discharged 
from the top without excess of friction. 

The varying conditions of atmospheric pressure, atmos 
pheric temperature, humidity and other things tend to 
affect the specific item called draft, while the condition of 
the fire, the quality of the fuel, as well as the quantity 
of it, are constantly affecting the work the chimney 1s 
called upon to do in delivering freely from the chimney 
top the smoke and gases produced by the fire in the 
boiler. 

Every boiler-manufacturer gives in his catalog the 
smoke-pipe size required for each boiler he manufactures 
[his smoke-pipe area represents the area in square 
inches, of free or frictionless area, which a chimney with 
not less than .15 in. of water-balancing draft must have 
to get satisfactory results from that particular boiler 
Unless 


| 


when a full charge of average fuel is to be used 
i chimney of at least that area is provided, even if 
the draft is perfect per square inch of sectional area, 
the volume necessary to pass through the flue in a given 
time will be restricted and the boiler will either fail 
to produce steam at all or it will do so in fitful spurts 

lf a manufacturer furnishes a boiler with smoke- 
hood eight inches in diameter, it will have an area of 
50.265 sq. in., or practically 50% sq. in 

fo attach such a boiler to a chimney with a sectional 
irea of less than 50% sq. in. is to invite probable failure 
of the job, even if every other portion of it were perfect 

The height of a chimney adds to-the draft as measured 
by the water-gage supposing only air and lighter than 
lir, gases are present. But the matter of friction must 
be considered when the whole work of the chimney in 
draft and smoke-deltvery is considered 

Because of friction, one should never, under any con- 
ditions, accept a contract and garantee results where the 
chimney-flue to which the boiler must be attached, is 
only four inches one way. Old buildings often present 
Hues 4x8 or 4x12 or 4x16 in. If the owner will not fur- 
nish a round or square chimney of required area, it will 
be the part of wisdom for steam-heating contractors to 


decline the job 
->-?> 


SALINA PLUMBERS AGREE TO EIGHT-HOUR 
DA 


Master plumbers in Salina, Kan., have agreed to run 
their shops on the eight-hour day plan, and the new 
agreement went into effect April Ist. 

a 
PLUMBERS IN PORTLAND, ORE., FOR HIGHER 
WAGES. 





The journeyman plumbers at Portland, Ore., are plan- 
ning to ask for higher wages than they are recelving at 
present. The minimum scale at the present time is said 
to be $5 for an eight-hour day. They are said to desire 
$6 a day. Some of the plumbing shops pay as high as 
$5.50, because the men are said to be worth the money, 
while others are placed in a class as not earning $5. To 
put all on an arbitrary minymum of $6 a day does not 
appeal to all the master plumbers. 

















The 18th Annual Convention of the Michigan Associa- 
tion of Master Plumbers, Held at Jackson, 
Mich., March 30-31, 1910 


} | \ | | i | } 1> 
the Otsego Hotel, Jackson, Mich., was the focalizing Ux, Kalamazoo; |. tk. Smith, b 
mT i 7 + > a — ey | : hr ‘7 lL, + 41 + , , 
center ofr interest tO mastel DIUTHDeCTSs Cnhrougnouw ' val i 
tf Michigan, on March 30-31, 1910 Che state association (On the Resolution Committee ther: a ( 
) master plumbers held tts 18th annual convention at lewett, Howell, and T. J. SI 
hat time, and at its termination, 1t is pronounced th Ss 4H \lorgat Detroit. wv desig! 
most successiul convention they held 1] the history O} ' Oommittec Phe meetine a iy 
the organizatio! [here were 92 plumbers in good stand Phe aft 7 — 
; P ’ , + 1. UAT hI 
Ing in attendance he sessions took place in the Webh » FT F TDonovai 5 eh, fete 
1» 1 1 oo. P —— : , : 
DtockK, a blo. k frau the headquarters sa] ‘ ‘ ent ‘ el. Lied — +] 
Th — : wer | » +h ~}] Pr — 
The proceedings were opened at the call of President 


(,eo. A. Van Landegend, Holland, Mich., whose right 
bower was W. A. Decker, Grand Rapids, Mich., the abl 
ecretary of the association fhe president, in a. briet 
opening speech, welcomed the plumbers, thanked those 
who had co-operated with him during the past year, and 
expressed a hope that all the delegates present would 
take active part in the convention’s program in order t 
inake the convention the most interesting, progressiv: 
nd protitable that had ever been held 
W. J. Dowsett, Jackson, Mich., vice-president ot the 
~tate association, then welcomed the plumbers to the city 
Jackson on behalf of the local association, stating that 
the present convention was the culmination of the desire 
i>} the Jackson plumbers or Codie years, and concluded 
vith an announcement of a visit to the State Prison 1 
the atternoon lr) othe absence ol thie MaVyoOr, the Coit 
\ttorney Henigan, welcomed the conventioners to all the 
privileges that Jackson could offer and delivered an able 
wldress He classed the plumbers and lawyers side by 
side as being both equally damned by the public at reg 
ular intervals. He contended that the condemnation was 
tor the most part unjustihed \ir. llenigan reterred t 
the part that plumbers had played in the past in making 
| 


' | 
{ 


Jackson a sanitary center in which large meeting cou 





he held amid every evidence ol cleanliness and comtort 


' 3e€0, é L nd, LE , Mich 
\]] this had heen C(idotie 11) Spite i>} the TACT that lacksor1 Geo A Van andege d Holland ic 


was untavorably located trom sanitary point of view | | 
‘ : . - biiwe | €1] pt vers byrint 11) irene 

heing as it 1s situated in the bottom of a tea cup and beme Sy - 

. led and comprehensive statement of all the point 
dry in the bargain. In former years epidemics and smal cue 
ed by this insurance policy lmmedtatel 
pox were constantly recurrent loday, however, as ' 
. ’ : ; , F pouty i¢ rive ¢ 114 } ‘ | t 
result of the plumbers’ work, such epidemics had cease 
' . | poe \ | t ( liret Lh ’ ( | i) 
LO appear, the natural disadvantages of location were n 
, . esl vineeriny ! ti ] i ¢ | 
longer to be considered, and the city of Jackson was ut | \ ) ' 
through Lie COUTTESYV Of} Vy PJONOVAT Vii Donovan 
der great obligation to the masters of the plumbing craft ' ° 
pointed out the great ris! to whi plumbers were suh 
‘ president then “oduce » meeting | 
| he reside il¢ introduced tO the neeting VW D rected in common with othe emplovet ind calles the if 
olan ashineton ) ¢ reside 0 » N- a] ; | | 

Nolan, Washine <a , president of the National A thin nh the ecarueution 1 thn tect thet ts teen 

CL, : , , \ aS - 7 T- \ r "1 rie 2 tens, ec) ‘ 

( ciation rT laste Plumber Ir Nolan had ittend the age was t plac reasinge responsibilitv on the en 
the Michigan convention at a great sacrifice of time tron plover in his relation 1 the emplove lie re nmende: 
his business and stated that he felt impelled to do so as that every member of t! ) ation shou vrite to t] 

ie i ‘) i 1 ¢ ‘RA TALIM? PLL isl ’ i’ ' if 
a result of the insistency of their secretary, W. A. Decke1 Department of Commerce and Labor, Washington, D. ¢ 
He emphasized the advantages of the organization, dwelt nad aecure hulletin } “4 which is the most mopre 
ii i = | | ' | ‘ft? | i | ;* il ; | { @oii } 
specifically on the necessity of fraternizing when associ ensive statement on the legal liability f emnlover 
2 | ~ ‘ ‘- cl if iit a . a «at ié \ fii bihy ' \ 
ited, and advocated the purchase and the reading by all ‘niuries to their employees in the United Stati = 


members of all state associations of the report of the irged that this should be done in order that they migh 


sanitary committee of the national association on sewage- 


ntelligently comprehend the advantage: § the insurat 

disposal and pollution svstem at present offered to them as the result of the |! 
.. H. Newby, Jackson, Mich., was then appointed ser bors of the members of the national association up to the 
geant-at-arms and C. R. Nichols, Bay City, as his assist present time He stated plumbers had hitherto not shown 


ant na practical way their realization of these advantage 
The Credential Committee appointed consisted of W. P. The Casualty Co. had up to date only written 109 polici 








and Mr. Donovan pointed out in no uncertain manner that 
business of such a small volume had not yet paid tor the 
efforts taken to bring this movement before the plumbers, 
ind that unless the following months justified their first 
“pectations and yielded a return which would make such 
Insurance protitable that it could not be expected that 
(Casualty Co. would continue its offer at the end oi 
\n interesting discussion tollowed, in which Messrs 
Decker, Richards, Nolan and Butler took part 
the conventioners wer 


fhe meeting then adjourned an 
onducted to the Michigan State Prison. 
| by J. C. Wenger, the warden of the institution, 
lelivered to them an effective address on the meth 


tlere they were 


ods employed to bring about a reformation in the char 
icter Of Its inmates There are about 750 prisoners at th: 


present time and these are subjected to a kindly treat 


ment and given wholesome and healthsome work to d 
the good result of which is manifested in the appearance 
of prisoners throughout the institution 

Che conventioners were taken through the chair ta 


ry, the twine factory, the stone-cutting shops and the 
nachine-torging shop. The institution requires that pris 
mers shall make a certain stint per day, after which they 
re at liberty to work at piece-work and earn money fot 


[It is possible by application that prisoners, 


themselves 


ho are ambitious, can in this way earn from $.75 to $1.50 
day [his money they can draw as they please and the 
ffective decoration of cells with electric shades, pillows 
nd rues were evidences of their appreciation of the privi 
Ccxr¢s they enjoyed 


\ir. Wenger mad special appeal to the plumbers t 


e all their intluence to bring about a reconstruction 01 
the whole part of the institution with its 300 antiquated 
cells. These monstrosities are 3 ft. in width, 6 ft. in 
eneth and 7 ft. in height They do not possess the ad 


the average dog-kennc!. and yet in these cubby- 
? 5 ~ o 


antage 

holes the institution is obliged to keep 300 persons im 
TTT ] ck P ar <= . : } . 
nured. There is a marked difference to be noted in the 
ic ¢ and the bearing of the men living in the up-to-date 
ells, and the antiquated ones. The visitors were firmly 


unpressed by Mr. Wenger’s speech and also by their own 
personal observation of these disease-producing cond 
tions. Most of the plumbers took home with them sample- 
of the prisoners’ fancy work. Considerable interest was 
taken in the baseball practice participated in by prisoners 
{ marked ability in the game. 

The abolition ot the punitive system 1s justified by the 
result obtained in the Jackson Institution. The men are 
no longer deformed in it but reformed. Statistics show 
that 80 per cent ot the men released under parole condi 
tions become good citizens. It must be remembered also 
that the reformed prisoner to be entitled to the appella 
tion of a good citizen must be considerably better in this 
behalf than the rest of us 

The banquet took place in the convention hall in the 
Webb Block building at 6:30 p. m. The Michigan hosts 
had provided a tasty menu which was enjoyed by over 100 
people. A good orchestra enlivened the proceedings and 
assisted digestion by the rendition of popular airs at ap- 
propriate moments. The serving of cigars inaugurated 
the commencement of an open session which was directed 
by the toastmaster, Chas. G. Jewett, Howell, Mich., whose 
prophetic and Solomonic utterances were the spice of the 
least 

President Van Landegend opened the proceedings with 
a few remarks and stated that he had been chosen to do 

o by virtue of his rank, the association evidently think 
Walter D 


ino it was better to have the rankest first. 
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Nolan, the national president, spoke on “National Notes,” 
pointed out how associational work throughout the coun 


try had wiped Out petty jealousies that predominated 11) 
previous years, and in a vigorous talk which brought 
these advantages home to those present, he showed how 
impossible it was for any up-to-date plumber to desire 
the return of the old conditions, and advocated loyalty to 
local, state and national institutions. He concluded by 
calling attention to the dependence of man upon his fel- 
low-men. He illustrated this by telling an experience of 
his own in which he was digging a ditch under contract 
and the work was obstructed by a 600-lb. bowlder. While 
the men were digging round the top ot this, Mr. Nolan 
was renewing in his mind the steps necessary to take to 
blast it out, which was the only method he could think of. 
Two darkies were working in the ditch and he heard wne 
of them say to the other: “I know how to get these 
stones out easy. If the boss told me to get it out I'd 
just go to work and dig all around under this stone and 
light a big fire, get the stone red hot and I’d pour water 
on it and it would go to pieces.” It can be cuessed that 
Mr. Nolan’s next orders to the darkies were along those 
lines. He used this anecdote to show how from all 
classes of men it was possible to gain assistance 

Toastmaster Jewett said that 1f he had heard that story 
a month ago he would have saved a lot of money, for he 
had blasted his out 

R. A. Gibson, Plumbing Inspector of Jackson, had for 
his message only one sentence. He advised the plumb 
ers not to fight the law but to obey it, and if the law was 
bad to use every effort to get it changed and made right 

Wm. A. Decker, Grand Rapids, Mich., secretary of the 
issociation, spoke on “Our Association.” Mr. Decker is 
a live wire and showered out sparks in every direction 
He said that the association to the plumber is what he 
makes it himself. The organization had for its chief ob 
ject the raising of the standard for the members through- 
out the state and he garanteed that, if every member ot 
the association would only be loyal to himself and his 
own interests during the next 12.months, the member 
ship and moral strength of the association would be 1m 
measurably increased. 

An exhibition of gun-drill was given by two local boys 
which kept everybody breathless for 10 minutes for fear 
the crockery on the table should suffer. The guns, how 
ever, did not go off and the boys were discharged with a 
vote, of thanks. 

J. W. Drury, Detroit, was the humorist « 
He dished up, in a savory manner, a number of interest- 


f the occasion 


ing and funny anecdotes, and everybody felt convinced 
that if the plumbing business should go to the dogs in 
Detroit, he would soon be captured to his advantage by 
the vaudeville. 

S. H. Morgan, Detroit, was introduced by Toastmaster 
Jewett as a man of national repute and the inspiring spirit 
ot one of the best productions on sanitary plumbing. Mr. 
Morgan’s subject was “The Master Plumber, Past and 
l’resent.” 

He defined a plumber as a worker in lead in its original 
sense, but stated that the plumber has gotten so far away 
from this original conception that adherence to the old- 
fashioned idea was impossible. He described the antiquity 
of plumbing practice and the steady advance of the trade’s 
condition during the past 50 years. He wanted to know 
if the members present could conscientiously claim them- 
selves to be master plumbers. “If in 15 years,” said Mr. 
Morgan, “changes have been so marked in plumbing meth 
ods that most plumbers in the business 15 years ago, who 
had adhered to their old practices, were classed as old 
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togies, the question he wanted to bring out was: If simi the association all his success in the business His con 
lar marked advances should be made during the next 15 tact with his tellow-members had eviven him a_ business 
years would those present be under the same classifica education and growing contidence in dealing with the 
tion by the younger men of the trade 15 years from now?” public lle had ceased to act as a journevman with thi 
It was an important point and he emphasized the need ot name et a master and had found out that the buying of 
keeping abreast of the times and using every possible ef- cheap materials meant a cheap job na at a job well 
fort to do so, an important help in such selt-development done was a job twice done 
being careful reading of the trade iournals and availing Otto Wurm. ex-president of the etrost cal. su 
themselves of every possible associational privilege ported Mr. Boosey in his strength of st epee eee 

A master means an overseer, a man who plans and lays t his having taken up a correspondence course which 
out work. and superintends the work ot thers. Such rat had fitted him tor better work lle had no time to wo te 
man commands respect in his community and ts looked school and had been forced to buy an education by mail 
up to Dy the property-owner as )) ssessing a specilic This Was a\ tulable to any master plumber I | e up with 
knowledge peculiar to his position in the trade the idea of becoming more proticier ; 

He pointed out that the chief need of the average The evening's program coneluded wt vaudeville sc 
plumiber was education, Many men had driitted into the lection by two comedians from a local theater 
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business from apprenticeship and Irom) Carrying the jour lhe morning’ s eCssion March 31 oOmmenced vith the 
neymans kit, which was no disgrace. They had _ been report of the Credential Committe t 2g | hi 
cbhliged to forego many other advantages, being without was accepted 
even a grammar school education, and their attitude LL. J. Butler, Grand Rapids, then read the report the 
seems to ignore the education which 1s possessed by Ikssay Committee, which consisted of two pape he 
others. rst on “Observation, Application and A 
lle referred to his coming into business trom the of by L. J. Butler, and its message wi: s that th tive eld 
fice-end and cleverly used this as an argument to prove of the plumber is broadening to such an extent that th 
that if he from the ofhice-end had been able to ally him master plumber of today and of the future must. pl 
self with the practical end of the business and make a Limself shoulder to shoulder with the new condit 
success of his life-work, why should not the plumber with in regard to improved sanitary appliances and th 
all his fundamental practical knowledge add to them a iness methods necessarily being developed 
business education which would give him all the educa lines. He called upon every member to do his part 1 
tional advantages that he needed in his business Hle ward the advancement of the plumbing trade 
concluded with the remark, full of significance: “Self which it deserves 
preservation is the first law of Nature, and you violate J. W. Drury, Detroit, demonstrated his ability to hand 
it every time that you put ina low bid.” strong Ommon sense as effectually s humer by his « 
Q)ther speakers were Messrs. Steiner, Richards, Boosey, n “Trade Protection.’ The most effective n 
MeCullom., Sproul, Donovan, Shields, \\ urim, Dowsetrt ana Securing such protection vas undoubtedly by missionary 
Butler. effort by the members of the state association to bri 
Norman Boosey, Detroit, gave powerful testimony to about the forming of local associations in every town and 
the advantages of the association. He stated that prior to city of the state. United effort to this end v much needed 
his membership he had never made a dollar and owed to \ssociation dues paid by the members were not to be 
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as a jJack-pot to be raked in by some winner, 


onsidered 
but were the sinews of war for the advanced members 
| the industry with which to carry out the many battles 
nm the trade’s behalt (One paragraph we reproduce in its 
ntirety because of its strength of suggestion 

“The manufacturers and wholesalers are strong on as- 
miations. They pay a lot of nroney to keep their various 
Tganizations going. When you present your kick to a 


vholesaler. if must cy ¢ te MN association 


Now, how 1s the 


} 


retailer voing to reach the wholesaler unless Ne does 1f 
bry wnited effort ols 

the Standardization and Apprenticeship 
Secretary Decker, 


‘| he report Ss . 
committees were made and approved. 
then gave his secretarial address, outlining the work of 

| 


the past year and the policy to be pursued in the future. 


lle called upon all members to take upon themselves the 
burden of the responsibility of bringing others in their 
ocality into the membership of the association. He en- 
dorsed the sentiments of the essays presented and con- 
luded with’the well known epigram “Laugh and the 
vorld Jaughs with you; snore and you sleep alone.’ 

The Auditing Committee made its report which was ac- 
epted as was also the financial report by the treasurer 
and the report ot the Sanitation Committee. 


The Resolution Committee, through its chairman, T. J 
Shields, presented various resolutions, advocating the 
uarterly publication of the “Red Book” with the object 
of keeping members conversant in a better way with the 
changes and additions in association memberships 


\ resolution, endorsing the national propaganda of em 
ployers’ lability insurance and thanking the national as- 
sociation for its efforts on behalf of the plumbers through 

ut the country, was also presented. 

The afternoon session was an executive one until 4 
o'clock when it was thrown open, and S. H. Morgan, 
Detroit, was given the floor for a blackboard talk on 
“The Costs of the Plumbing Business,” This paper, owing 
reproduced in full later 

Morgan. It will prove 
plumb 


to its importance, will be 

after careful editing by \lr 
to be in the nature of a revelation to many 
ers throughout the country and the education derived from 
the development of every 


it will be an important factor 1 
plumber who desires progress tn his business methods 

The election of officers resulted as tollows: President, 
president : Thomas , Shields, 
Decker, Grand 
Rapids; national Decker, 
(srand Rapids; national convention state delegate, S. H 


\W. J. Dowsett, Jackson: vice 
Lansing; secretary and treasurer, W. A. 
state vice-president, W. A. 


\] organ, | Yetroit . a Iternate nat ional delegate, | P J. But ler, 
(srand Rapids. 

The resolutions presented to the convention by the 
Resolution Committee had been ciscussed in the executive 
session and at this time were read in their final form and 
ipproved 

The resolution was made condemning the unsanitary 
conditions existing in the old part of the Jackson State 
Prison and requesting an appropriation from the state t 
remedy this crying evil. 

Resolutions thanking the retiring officers for their ser\ 
ices during the past year, the trade and local press for 
their co operation in the associational work, T. J. Don- 
van for his excellent address on liability insurance, and 
thanking the local association for its excellent provisions 
lor the entertainment of the conventioners were then ap 


proved, 
\ rising vote of thanks was given to W. D. Nolan, 


president of the national association as a recognition of 
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his sacrifice in coming to the Michigan state convention 
and of his assistance by his presence. 

There were appointed to the State Executive Committee. 
Geo. A. Van Landegend, Holland, and S. H. Morgan. De- 
troit. An amusing resolution was presented and approved 
by which Robert Sproul, Grand Rapids, was elected for 
life as Sergeant-at-Arms and Water-Boy to act at. all 
times outside of the regular sessions of the conventions. 

The convention adjourned at 6:30 p. m. and it was the 
expression of general opinion that it was the most success- 
iul effort of the association in the centralization of the 


state industry’s forces. 
List of Attendance. 


Andres, W. R. Schneider 
R. Nichols, T. E 


Ann Arbor—Sam C 
Smith. 
Blum, 


say City—Fred C. Finn, C 

Detroit—Peter McEwen, W. W. Wood, W.. T. 
Norman Boosey, Chas. Braun, P. E. Burau, leonard 
Burns, J. J. Doyle, J. W. Drury, Samuel Fisher, J. Flan- 
nigan, A. Hassig, Wm. Hughes, J. E. Lee, Alex. L. Max- 
well, H. J. May, John J. McGinnis, W. G. Merbach, S. H. 
Morgan, Frank Mohr, Frank Powiersky, F. C. Sherwood, 
’ C. Steiner, Wm. C. Teagan, C. P. Tietze, Otto A. 
Wurm, P. J. Youngblood 

Flint—Frank Algoe, W. S. Arms, T. J. Henderson, Jr., 
Geo. H. Holmes, Wm. N. Sager, Edwin Sterner, C. Tyler. 

Grand Rapids—L. J. Butler, F. Slooter, M. Patrey, S. 
Merdzinski, J. Bos, W. Poultz, P. W. Hammer, Wm. A. 
Decker, H. Bouma, W. S. Denison, R. EK. Heth, A. A. Muir, 
IX. Norman, G. A. Richards, Robt. Sproul, Geo. Thompson, 
J. Van Rossum. 

Hlolland—M. Satsu, Peter Bontekoe, M. Jensen, Henry 
Kraker, Dick Stecetee, Geo. A. Van Landegend. 

Howell—Chas. G. Jewett. 

Jackson—J. E. Murray, L. A. Nowlin, W. J. Dowsett, 
J. H. Mahoney, W. J. Bell, L. H. Newby, W. J. Wirtz, S. 
J. Wirtz, A. Pickels. 

Kalamazoo—H. J. Young, J. Harkins, W. 
J. Wall, W. P. Rix, A. H. Oliver, W. Kirjes. 

Lansing—T. J. Shields, Ed. Mack, F. H. Dougherty. 

Muskegon—G, McCullom, A. J: Hunter, Thos. Mce- 
adden, J. Coyne, Alfred Simpson. 

Saginaw—W. C. Richter, H. L. Taub. 

Ypsilanti—O. A. Harkinson, D. B. Waterman, Wm. 


Wheeler, 


Webb. 
-><--> 
MONTANA MASTER PLUMBERS MEET AT 


/ 


ALHAMBRA. 





The Montana Master Plumbers’ Association held its 
i3sth annual convention at the Sunnyside Hot Springs 
Hotel at Alhambra, Mont., on March 23, 24 and 25, at 
which matters of interest to the trade were discussed and 
routine business transacted. 

The following officers were elected for the ensuing year: 
President, Walter Forbes, Butte; vice-president, C. M 
farris, Great Falls: secretary-treasurer, D. H. Budd, Boze 
man; state vice-president, J. W. Kennedy, Missoula. 

The delegates in attendance were: R. D. Stocking, 
Helena: J. P. seasom, Livingston: 3 W. Kennedy, Mis- 
soula; H. ©. Ohland, Missoula; J. P. Grady, Missoula: 
D. D. Dudd, Bozeman; T. A. Harker, Livingston: Walter 
Forbes, Butte: Thomas Kelly, Anaconda; Charles Lund 
wall, Bozeman; C. M. Harris, great Falls: J. W. Christie. 
Helena; EK. T. Rich, Bozeman; Charles King, Helena, and 
J. A. Gillan, Helena. 

The annual banquet was held on the evening of the 
24th in the large dining-room of the Sunnyside hotel and 
those in attendance declared it the most enjoyable affair 
of the kind in the history of the association. 
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SPECIAL NOTICE TO READERS. 

Our readers are invited to send in articles on any topics 
covering sanitary interests as outlined above. Photographs 
and drawings with descriptions of special interest to 
plumbers and steam-fitters are welcomed. “Domestic En- 
gineering” pays at space rates for all articles, notes, criti- 
cisms and news data so contributed. 
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CONVENTION DATES. 
\pr. 11, 1910—The annual meeting of the Association 
ot Master Plumbers of the State of Arkansas, at Fort 
smith, Ark. Headquarters at the Hotel Goldman. See 


retary W. H fort Smith, Ark 


Bruce, 


April 21 and 22, 1910.—Annual convention of the Asso 
ciated Master Plumbers of Texas, at Houston, Tex 
lent, Joseph Netzer, Laredo; vice-president, P. J. Shee 


han, Dallas; secretary, J. C. Netzer, Laredo; treasurer, 
\. H. Shafer, San Antonio, Tex 
\pr. 26-30, 1910—The 30th annual convention of the 
\merican Water Works Association at New Orleans, La 
\pril 29 and 30, 1910.—Fifteenth annual convention 


State Association of Master Plumbers, at 
Hleadquarters at Butler hetel 
2413 Pacific St., Tacoma, Wash.: seers 
2805 S. 6th Ave... Tacoma. Wash 


the Washington 
Seattle, Wash. 
\. M. Goddard, 


tary, James Griggs, 


May 3 and 4, 1910—Annual convention of the Pennsy! 
Vania State Association of Master Plumbers. at 
Pa. Convention meetings in the Orange Street Ope 
lfouse. Headquarters at the New Stevens House. Presi 
cent, Charles L. Titus, 37 Morgantown Street 
Pa.: secretary, Harry | 
town, Pa.; treasurer, John H 


Uniontow1 
Burd S83 


Birchall, Allentown, Pa 


President. 


Lancaster, 


t 


Gallatin Ave. Union 


May 10, 1910—Ninth annual convention of the Nevw 
Jersey State Association of Master Plumbers, at Pater 
son, N. J Sessions in the Miriam Barnet Memorial 
School, corner Broadway and Erie Railroad. Officers 
President, (7e0. S. ()’ Neal, +] Bridge St... Paterson, \ | 

Henry F. Baillet, 191 Clinton Ave... Newark 


secretary, 
N. J. 
May 11, 12 and 13, 1910.—The hith ivent 
of the National Supply & Machinery Dealers’ A\ssociatio 
and the eighth annwval convention ot the A\mertcan Sup 
ply & Machinery Manufacturers’ Association, in Atlanti 


City, N. J. These conventions will be held co-jointly 
June 1,.2 and 3, 1910.—Second annual convention thi 

National District Heating Association, at Toledo, © 

lleadquarters at the Boody House President, .\. ¢ 


Rogers; secretary, D. L.. Gaskill, both of Toledo, © 
June 18, 14, 15 and 16, 1910.—The 22nd annual conve 
tion of the National Association of Master Steam and Hot 
Water Fitters, at Atlantic City, N. J. Headquarters at the 
Charles A. | 


St. Charles Hotel. President, Geoghegan 
vice-president, Edward B. Denny; treasurer, Juan \. Al 
mirall; secretary, Henry B. Gombers, 260 West . Phi | 


wav. New York cits 


lune 21 and 22. 1910. \nnual convention of the Na 
tional Association of Brass 


City, N. J. Commussioner, Wm. M. Webster, 1112 Sclhilles 
Rildg., Chicago. 
June 28, 29 and 30, 1910—The 28th annual conventior 


National Association of Master Plumbers. in Chri 


The officers ot the 


of the 


cago. association are: 


annual convention 


Manufacturers. at Atlantic 


President, 


Walter D. Nolan, 721 14th St... N. W., Washington, D. | 

vice-president, A. Selden Walker, 341 Main St., [cast 
Orange, N. J.: secretary, Samuel Artz, 3028 M St., N. W 
Washineton. D. C.: treasurer, William MeCoach, 1607 


Philadelphia 
->-- 


PEN JOTTINGS. 


Sansom St., 


(;e€0 W llorner has purchased Shipp W (;ruenhagen’s 
plumbing business at Staples, Minn 
Ora Bassett, Elwood, Ind., has moved his plumbing 


(Chamness 


husiness trom \ve. to 112 North Anderson St 


Jackson Brandon has been appointed plumbing inspector 


at Pensacola, Fla., to snuceceed Jacob Biebighauser, whe 
recently resigned 

Chas. 1). Symmes, president of the contrac ting plumbing 
concern, the Symms-Powers Co., Sioux Falls, S. D., has 


disposed of his entire interest in that company to Ber 
jamin PB. Cowles of Hot Springs, S. D 
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The National Association of Master Plumbers 
Brings Its Insurance Investigation to 
a Successful Termination 





\bout three years ago, Charles T. Byrne, Chicago, one of the brainiest master plumbers in the United States 

7 ‘ ~~» 

urged upon a convention of master plumbers the necessity of every master plumber carrying liability insurance suf- 
ficient to protect him trom the loss of all his earnings in the event of his being held responsible for accident to his 


employs es 


Phe words of Mr. Byrne have borne fruit and his suggestions have been used as an operative base by the 


leading spirits of the National Association of Master Plumbers with the most satisfactory result as shown in this 
article ; 


ln October, 1909, T. J. Donovan, Washington, D. C., called upon W. D. Nolan, the president of the national 


OF ESS s en lhe two had been friends tor years and the visit was purely personal. Mr. Donovan was at that 
time engaged in general insurance brokerage. In the course of the conversation, Mr. Donovan asked Mr. Nolan 
'tY he was at all mterested in limited-hability insurance olr. Nolan replied that he was and in a peculiar sense, for 
he was president of the plumbers’ national association and the question of securing a iavorable general insurance 


policy of this character had engaged the minds of its executive committees for some time. 


Investigation followed investigation and discussion discussion, and Messrs. Nolan, Donovan, Richards. Trainor, 
\rtz and Crosby spent hours of their time viewing the needs of the plumbers from every possible angle and exam- 
MWliigy aNsurance possibility s and impossibilities with microscopic care, Plan after plan Was rejected till finally a 

atisfactory tentative project was outlined and submitted to convention after convention of master plumbers 
throughout the country ln every case, the members approved of the project in toto and indorsed most heartily 


| 


Lhe effort (>] the national Orvanization on their behalt 


\fter a proper testing of the attitude of the leading plumbers of different states towards the policy as outlined 
person to them by Mr Donovan, and the careful study of the import of all the questions and points raised in 
the ensuing discussions, a policy covering all the requirements of the craft was drawn up, advance proots of which 


vere secured by “Domestic Engineering” and the full text of which is herewith reproduced for the study of our 


i 


the first place, 


This policy differs in several important points from other limited-lhability policies in foree. I 
the rate given is a flat rate, applicable to members of the association in every state regardless of legal differences. 
In explanation, it may be noted as a case in point that in the state of Texas, the winning of an action for damages 
iwainst an employer by an employee is regarded as a toregone conclusion and the insurance rates have been adjusted 
accordingly Jotwithstandine this, the Texas plumber can obtain as a result of the efforts of the heads of the 


National association the same privileges as his brother in the trade in Hlinois or Ohio 


\nothes Wnportant pont is that this exceptionally advantageous rate GIVES to the plumber a threefold protec- 


t10n not to he tound in ANY other poli \ re lease Trot lability to his employee, the public and also surance COV 


ring his team 
It is still further interesting to note that the lability-insurance covers work inside and outside the building-line 
under the conditions to be noted in the policy 


lf our readers appreciate the advantages ol organization as,they should, they will take this opportunity to 
express it by joining the association that has carried to a successful culmination this work and reap the benefits 
by taking out this policy without delay Do it now. Do not make the mistake of the member of 


=~ 


secured there by 
the Washington local association, who was approached by Mr. Donovan in regard to his insurance after he had 


expressed his approval of it at the meeting. [le decided that he was not very busy at that time and would take 
out the policy as soon as the spring arrived. Two weeks later (this is only a week or two ago) he sent a man to 
Open up a barrel ()] asphalt Perhaps the chisel struck a nail and sparked. In any case the barrel oft asphalt 


exploded and the bill will be in the neighborhood of $500 It is too late to say “Who would have thought it: 


after the event. 

Every member of every association of master plumbers should show his loyalty to* the parent organization 
ma practical manner at this time, for it has committed itself in a whole-hearted Way to the furtherance of this 
enterprise The opportunity is offered tentatively by the Casualty Co. for one fiseal Year&r only, and unless this 
support is given, the efforts of three years will have proved ineffective and the whole craft will have taken a step 


backward 





Every Reader of “ Domestic Engineering ” Should Study the Following Insurance 
Policy. It is one of the Most Important Accomplishments of 
the National Association of Master Plumbers. 




















Employers’ Public and Vehicle Liability Policy, 
National Association of Master Plumbers 
of the United States 


In consideration of the advance premium for this policy as provided in th 

CASUALTY COMPANY OF AMERICA, a New York Corporation. 
insures the applicant named in the schedule hereinafter given called thi 
schedule 


e schedule hereimnatter given 


called hereaiter the “Company,” hereby 


“Assured,” tor the period stated wr said 


Against Loss and Expenses Resulting from Claims Made Upon the Assured 
for damages on account of bodily injuries, including death, suffered through an accident occurring durin 


y the term 
Ot this policy, by ally employee Ol employees ot the \ssured. or by diy person or person not employed hy thy \s 


sured, in and during the work of general plumbing, steam, gas or other fittings at 


| 1] ao I . ; 
tli WOrkK pertamminge thereto: in 


cluding the use of One team Or vehicle in the business Ol the \ssured (the 


word “vehicle” to include an automobitl 


when used for deli eTy purposes and no team 1s used for such purposes ) 


. SPECIAL AGREEMENTS 
A. Limits of Liability—Employees.— The company’s 


cluded in the pay-roll at the tixed amount of one thousand 
payment for an accident so resulting in injuries to 


, or in (S1,.000 ) doll, 
the death of, one employee is limited to Five Thousand 


rs: (b) tor Wyuries TO Of death i>} ny person 
not employed by the Assured caused by or happening in, 


Dollars ($5,000), and subject to the same limit for each on or about any elevator owned or operated by the As 


employee. Che ¢ ompany’s payment for one accident so re sured. or while entering upon of thehtine theretrom: 
sulting in injuries to, or in the death of, several employees (c) tor tatal or mnon-tatal injuries sustained. or caused 


is limited to Ten Thousand Dollars ($10,000) 


wholly or in part by, any person employed by the Assured, 
B. Limits of Liability—Public.—The Company’s pay 


if the employment be contrary to law, or if such person 


ment for an accident so resulting in injuries to, or in the in the event that there be no statute ftixine the minimum 
death of one person not employed by the Assured is limited age at which a person may lawtully be so employed at 
to Five Thousand Dollars ($5,000), and subject to the same the place where such injuries are received, be under the 


limit for each person, The Company's payment for one ac age of fourteen years at the time otf the casualty dl) 


cident so resulting in injuries to, or in the death of two for injuries to or death of any employee due to riding on 
or more persons not employed by the Assured is limited to 


Ten Thonsand Dollars ($10,000). 


al hoist or elevator that IS No-¢t operated and controlled ™ 
a person riding thereon 

C. Payment of Costs, Interest and Expenses.— The Com F. Premium and Adjustment.—J/liec premium ts based 
pany agrees to pay in addition to the limits of habitlty om the cation commmnsation whetles tor ween. salacie 
heretofore named, all costs taxed against the Assured in overtime, piecework, or allowances, earned during the 


any legal proceedings defended by the Company, all 1n- term of this policy by the employees not hereimatter ex 


terest accruing after entry of judgement upon such part cluded. At the end of the policy period, the Assured shall 
thereof as shall not be in excess of the limits of the Com report to the Company the actual compensation earned 
pany’s lability as heretofore expressed, and all expenses by the employees aforesaid. Ii the compensation actually 
incurred by the Company for investigation, negotiation, earned exceeds the sum named in the Schedule herein 


settlement or defense after given the Assured shall pay the additional premium 


D. Hearings Before Coroner or Magistrate.—Jhe (om 


pany upon notice and request of the Assured will also 


provide at the Company's expense, counsel to represent 


and defend any and all employees of the Assurer, who 


may have been subjected to arrest by reason ot any casu 


alty for which the Company may be liable to the Assured 
hereunder but this obligation shall not apply save to 


preliminary hearings or examinations before a magistrate 


or coroner in the State of New York, and to those pre 
liminary hearings or examinations in other States corre 


sponding thereto. 


E, Exceptions.—This policy does not cover loss or ex- 


pense as aforesaid, (a) for injuries to or death of any 
employee unless his compensation ts included in the pay- 
roll, as hereinafter provided or in the additional compen 
sation provided for in section F; but this shall not apply 
to an officer of a corporation or to a member oft a part 


nership or firm who might be superintending or looking 


after the work of the Assured in a supervisory way, whose 


salary, compensation or profits shall not be ineluded in 


the Day roll: if however, the duties of the said ofheer or 


member are to actively and actually superintend the wor! 


of the Assured, his salary or compensation shall be 1n- 


¢ 


earned: if less than the sum stated, the Company vill 
return to the Assured the unearned premium 
G. Pay Roll Audit—Any of the Company's authorized 


audits 


_ 


shall have the night and opportunity at any time 
during the term of his policy, (>] within one year there 
after, to examine the books and records of the Assured 


j 
as respects the compensation earned during thr proorte \ 


period by the employees aforesaid, and the Assured hall 


render reasonable assistance Phe Assur d shall whenever 
the Company so requests, iurnish the Company with 
written statement ol the amount of compen ation eat red 
by such employes s, during any part of the period of th 
policy The rendering of any such statement or any 


t bar the examination here 


payment made thereon shall 1 


in provided for the Company's right to additional pre 


miums. nor the Assured’s right to return premium 

H. Inspection—Any of the Company's authorized 
spectors shall have the right ana opportunity to mspect 
the plant, works, machinery and appliances o1 the Assured 
and the Company, or any of its inspectors, may 
this insurance, because of any serious detect or dangel 
ous condition found Notice of such suspension and the 


reason therefor, and of the reinstatement of the mmsurance 





























































Mist { 
. — 
\ SSLUTCQC 


pelisiot 
Cancelation by Assured or Company.—This policy 


Ee 





DOMESTIC 


will return to the 


proportionate | 


premium for the period of sus- 


be canceled by the Company at any time by notice 
riting to the Assured, mailed to the address last given, 
ing when the cancelation shall be effective. lt may be 
eled by the Assured by lke notice in writing to the 


Compas 


n either case, the earned premium shall be 


computed on the pay-roll for the year, as indicated by the 
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nor incur expense in connection with such casualty, 


any 


save such as necessary in providing at the time 


may be 


of an accident, imperatively needtul surgical relief; but 
the Assured, if and whenever requested by the Company, 
the at- 


and in 


shall aid in procuring information, evidence and 


tendance of witnesses, in effecting settlements 
prosecuting appeals 

4. Other Valid Insurance.—]i 
valid and_ collectible 


hereby, the Assured shall not be entitled to receive from this 


the .\ssured have other 


insurance agaist a casualty covered 














actual compensation earned during the time the policy Company a larger proportion of the loss than the sum 
shall have been in fore lf canceled by the Company, hereby insured bears to the whole amount of the insurance 
the Company shall be entitled to the earned premium pro against such casualty, carried by the Assured. 

rata, when determined lf canceled by the Assured, or 5. Suits Against the Company.—N» action shall lie 
lor non-payment of premium, the ¢ Ompany shall be en agallst the Company to recover for ANY loss as described 
titled to the short rate premium, in accordance with the In this policy unless brought within ninety days from the 
table hereinatter given, unless the Assured is retiring from fate of the entry of a final judgment against the As 
busimess The check of the ¢ oOmpany, matled to the ad- sured, after a trial of the issues On the merits, in aA suit 
dress ot the Assured last given, shall be a sufficient tender: duly instituted within the period limited by the Statute 
but no return premium shall be payable until the Assured of Limitations, awarding damages on account of a casualty 
shall have rendered to the Company a statement of com covered hereby; and then only provyled that such action 
pensation earned by the emploves aforesaid, to the date igainst the Company, be brought by the Assured per- 
of cancelation In any case, the minimum earned pre sonally, for damages sustained by the Assured in paying 
mim named in the schedule shall be pavable to the Com iad satistying such final judgment. This clause shall not 
pa In any way limit, restrict or abridge the Company’s de- 

General Agreements. fenses to any such action. 

1. Notice of Accidents and Claims.—The Assured, upon 6. Subrogation of Rights—In case of the payment of 
the occurrence of a casualty covered hereby, shall give a loss under this Policy, the Company shall be subrogated 
unmediate ritten notice thereof, with the fullest infor to all claims and rights of the Assured against any per 
miaty btamabl t the time, to the Company's duly son or persons in respect to such loss, and to all judg 

ithorized local agent or to its llome Ofhce in Nev ments and degrees establishing such claims or rights: 
York Crit nd sh Is rive wnmediate written notice, and the \ssured shall execute and deliver to the Com 
with full particulars, of any and all claims which may be pany any and all papers required by it to secure to it 
made on account of such casualty the said claims and rights and shall co-operate with the 

2. Notice and Defense of Suits.—li thereaiter any (‘ompany to enforce the same 

it, eroundless, be brought against the Assured 7. Assignment of Interest—No assignment of interest 
to ree a claim for damages on account of any casualty under this Policy shall bind the Company until the 

ed hereby: the Assured shall cause every summons, written consent of the Company shall have been en 

| d other paper relating to such suit to be de dorsed hereon by one of its Executive Offeers 
red to the Company as soon as served on the Assured 8. Waiver of Conditions.—No condition or provision ot 
Ly d aiter the receip such summons or process this Policy shall be waived or altered save in writing by 
the Compat it nvr cost, defend the suit in the in Executive Ofthicer of the Company, and no notice given 

ADDI doon behalt of thi \ssured, or settle the same to or possessed by anv agent or other person shall be 

( 1 my h I] hot wes hereunder Any liability tO held to effect a wW aiver or change 11 this contract. 
the Assured tor a isualty upon which smut has bee 9. Authorized Agent.—No person, unless duly author 
I rht, unl the Assured shall have afforded to the ized by the Company in writing, shall be deemed to be 
Company, as herein betore pro ded, opportunity to defend an Agent of this Company as regards this Policy or the 
ich sunt MWsurance represented hereby. 

3. Settlement of Claims and Suits.—The Assured shall 10. Statements in Schedule.—ihe statements contained 
not mtertere in any legal proceedings relative to or grow in the accompanying schedule are hereby made a part of 
Ing out sualty covered in whole or in part here this contract: which statements the Assured makes on 
by, nor tth negotiations for the settlement ot any claim the acceptance of this Policy and warrants to be true. 

ris mi such casualty, not settle any such claim, save as to those which are declared to be estimates only. 

Table of Short Rates. , 
(Showing per cent of premium earned by months.) 
MI mn fore ss FT 8S £26 38- 33 28 ie 15 16 17 18 19 20 21 f f 7, 28 29 30 31 i f 
O ear policy, per 
irned premium ogo 44 0 Ho LL SO) 90 9 Loo 

l" ear polies per cent 

earned premium i3 30 2 Oo 3 10 45 =«50 60 6 10 7 7 72 80H 8 < 8 90 93 9 iS Tf 

oo 62 ag es a a 2 ) S& G0 4 ' } G7 98 100 60 63 ¢ mM 7 73 275 77 «8 $80 §$ S3 85 S7T SS 90 92 94 9s 9T 98 100 

SCHEDULE 
a ee ee a re ee ey ay ee ee ee ee ee ee Pee Te eee Te : 
>? \ddress: No 
Town County State 


\pplicant is 


(1) 


dividual Partnership, Corporation or Estate) 











a Place Where 
Kind of Work. Work Is to 


|. General plumbing and tinning, steam 
gasand other fittings and all work 
pertaining thereto, including set- 
ting up stoves and ranges and mak 
ing house and lot connections, in- 
side of building line ciesean «snes 

2. Roofing, cornice or similar outside 

work 


3. Sewer work (other than making house 
and lot connections. as decribed in 
paragraph one) 


$ No wrecking or tearing down of structures is done, 


5. Explosives used usual, except 
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e686 6€¢ 62st a6 8 6 2 On ea 6.8 6 6 eo or 


lest Pav 


Estimated Rolltor Premium Rate 


Number of Policy per $100 
Be Done. Emploves Term of Wages Premiun 
SO.75 
1.50 
9.00 


except 


6. No part of work is sub-conmtracted, directly or indirectly, except 


(+. Estimated pay-roll excludes payments to sub-contractors, except 


8. Estimated pay-roll includes compensation of all persons employed in the work covered by this policy except 


Ing othneers ot a corporation or members of al partnership or firm as provided (Or OF excepted in the policy. 


Y Number ot Business Vehicles owned 


ie oo a _ Horses Owned 


lorivers } mploved ; Pnsuy ince 


to begin on ........ Gar OE ..c tices 19...., at noon, and to expire on .. dav ot 19 


at noon, Standard time, at the place where policy 


OS, eee ae 
broker or Agent 


In Witness Whereot, Casualty Company of America 
Secretary, but the same shall not be binding unless 


( ountersivgned at 


this .. ; . day of . ae . 19 


Endorsements: 


PLUMBING BOARD FOR STREATOR, ILL. 


The mayor of Streator, Ill, has appointed a plumbing 


board consisting of the president of the board of health, 
Dr. Albert Purcell; Wood Mulford, a master plumber, 
and Charles Huggans, a journeyman plumber. 

. ese 


NO PLUMBING INSPECTOR FOR FORT SMITH, 
ARK. 


The ordinance providing for the establishment of an ot- 
fice of plumbing inspection at Fort Smith, Ark., has been 
vetoed by the mayor, and the city council sustained his 
vote 

t+o 
GOVERNOR VETOES KENTUCKY PLUMBING 
BILL. 


Governor Wilson disapproved Hlouse Bill No, 105 and 
refused to sign it. This bill was introduced by Senator 
Price and provided for the registration of plumbers and 
inspectors ot plumbing and drainage. 

+e 


PUBLIC BATH FOR SOUTH BALTIMORE. 


Henry Walters, Baltimore, Md., has notified the mayor 
of that city that he will give another public bath to the 
city. This bath will be erected in South Baltimore in the 
uear tuture, and it will cost about $30,000 


1s countersigned 


used thes: presents to be signed by | resi t and 
signed by duly authorized t of the Company 
se cl rT \ 
"1 ele 
\utt (>? ( \ ( 





TO HAVE PLUMBING EX- 
AMINER. 


NEW CASTLE, PA.. 


lt is expected that New Castle, Pa., will have 

ne examiner betore the end of the year, as provisions | 
been made for the appomtment Of uch an official 
appropriations ol the veat lhe examiner will wet 
salary from fees in the ex Lnriations, burt ome monev had 
to be appropriated for the establishment of the oft 
flor taking care of complex case 

+o 


IN FAVOR OF STATE PLUMBING LAW. 


Senator Gorman has introduced a bill to the Senate ot 
\larvland extending to the entire state thr plumbing law 
now on the books for the city of Baltimor: It provides 
that the Plumbing Commission may go to any part o 


the state in following its work 

\ companion bill arranges tor better co-operation bi 
tween the health authorities and the plumbers and 1: 
tended to prevent “sewage Prom dwellings being dumped 
into streams where it may pollute water supplies 

\ hearing was given by the Judiciary Committe: 
the Senate last wee k, at which John ‘Traimor, ot Lit} 
more, explained the purpose of the bills fle stated that 
a great deal of building had been going on about Balt: 
more lately and that builders had not observed prope 
sanitary precautions. These were urged by the pluml 


ll as bv health authorities 
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SENDS TWO SUGGESTIONS. are getting hot and sweating when they think of next 


a fall's elections 


le cdites “Domest hnemeermn ‘e im taking a vreat This sweating business seems to be quite universal in 
literest in your two de partments, “(Juestions and \nswers”’ fact. Put a coat of some kind around that cold water 
and “Business Alanagement.” lor the benetit 0} you! pipe sO as to keep the air AWady from it; re gular pipe COV- 
correspondent, who has had trouble with a chimney that ering, or even several folds of a newspaper will answer 
sweats, | enclose herewith a drawing (Fig. 1) with a sug and you will not be bothered any more. 
gestion that will cure the detect | have had 15 vears’ op 


Cx PEericinice \' ith robs ()} that kind, and | am sure my rem AN ARRANGEMENT THAT WILL WORK. 


of “Domestic Engineering”: Referring to “Indi 




































































Feditor 
ap anas question about how to heat a small bath-room by 
eB means of a radiator attached to a range-boiler on the same 
floor, | submit herewith a rough sketch (lig. 2.) of a 
job of this kind, which I installed some time ago, and 
AG0O0D VENT FOR hic A ~ : P , , . ‘ 
| which works perfectly well in every respect. et the man 
y S| GAS RANGE OR GRATE . or iad pect. Let t 
| 
> WILL NOT SET FIRE 
| S| 70 THE BUILDING = 
{ & | 
~ LO wor 
, (pi tf, rere 7 oem | ; 
Nhhhhhdhede S | WIELLLCL LLL LA , 4 
» [ ff 
Sine ) 
— ‘oH d 4 
ann « HIT | 
AL | | 
\! 
) " 
FURNACE Q GAS STOVE 
7 q I 
=e . : r 
oa) tae ; . ; we FINST FLOOR MEATE R 
CUT A HOLE OR STII / “USM =} db a 
s r 
PULL ovuiT a BR/ "k  — a a BATH ROO" 
? sso) CELLAR } { 
=—— ( * 
Fig. 1. Two Suggestions, Submitted by H. L. Erck. Fig. 2.. How Bath-room is Heated from Range- Boiler. 
edy will effect a cur [ would, however. be glad to from Indiana duplicate this and his customer will be 
: ‘ : 1 
hear from other readers who are able to suggest some pleased. 
thing better Brooklyn, N.Y, Greenpoint. 
With your permission, [| would also like to make a — 
suggestion concerning a good vent tor a gas range or a THAT LEAKY WIPED JOINT. 
gas water-heatcr (see big. 1), which [ have used with inbaaslinis 
satisfactory results im many cases. It is simple and re Kditor “Demestic Engineering’ :—I am not a plumber, 
hable but | am long-suffering just the same. A plumber has 
Canton, QO. H. I.. Erck been coming to my house for a week past. On the pipe 
> to my sink there happens to be some wiped joints in the 


SWEATING WATER-PIPES. cold-water and other pipes. Now this plumber has wiped 


one of these joints over five times and still it leaks just 


editor “Domestic Engineering” :—The cold water pipes a trifle. What I’d like to know from you ts, can this be 
running through the cellar of a building, | have just com stopped without being wined over again? S. 
pleted, sweat badly How can [| do away with = this 
nuisance; Perhaps so. You must remember that the plumber has 
Omaha, Neb l.. M very lkely been wiping these joints over old pipe and 
tried to save you the expense of new pipes, though we 
We have rather been looking for this but did not ex very much doubt his wisdom in this case. It may be pos- 
pect if vet tor several weeks sible to tap the wiped joint together a bit by holding a 
Must be due to the early arrival of spring. In the past brick or hammer on one side and tapping the joint with 
few years we have probably answered this” particular another hammer, thus setting the lead together more 
question (more or less disguised) some fitty times. A closely. However, if the lead pipe ts old or thin you may 
old water-pipe sweats when it 1s cold and the air warm. puncture the whole business by so doing. Better have an 
\ horse sweats when it’s driven too fast; a millionaire eve on the “cut-off” in the cellar when you try the ex 


sweats when the tax collector arrives, and some politicians periment. editor. 
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THE COLLAPSED COPPER TANK. 


Editor “Domestic Engineering”: | notice the inquiry by 
J. M., regarding a copper tank which collapsed three times. 
Now the expansion-pipe of this particular boiler might 
have become stopped up or nearly so, while the water in 


the cistern became low with a heavy fire under the water 


Under such cir 
cumstances an unusual draining of water from the first 


front connected to the collapsed tank. 


or basement tank would produce a partial vacuum in the 
tank and cause its collapse. 


Kvidently the water got out of the tank some way and 
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Fig 3. Sketch of System, in Which Tank on Second Floor 
Collapses. 


the tank was not strong enough to stand the atm spheric 
pressure, 

As shown these tanks are supplied from a descending 
line from the cistern and fed into the supply line of each 
range-boiler. Why not supply each tank by a separate 
line or else feed the tank as any ordinary range-boiler is 
supplied which would, | think, remedy this defect and do 
away with the collapsing 

Chicago. C 

tee 


FIRING THE HOUSE-HEATING BOILER. 


Mr. Phoenix Voices Scme Objections. 

Ikditor “Domestic Engineering’:—I wish to say a few 
words about an article published in the issue of March 
26, page 303, entitled “Firing the [louse-Heating Boiler.” 

This article somehow does not ring true to me, and it 
looks as if its author did not know or was. straining 
mighty hard to fill up some space 

While his advice about clean boiler-rooms and clean 


ash pits is to the point, there is a lot of other informa 
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tion which Is Hot accurare and would i> misleading to 


any one who ts not posted 


In the tirst place, he seems to have gotten the idea 
into his “head” that a house-heatine boiler should be fired 
somewhat along the line of a power boilet his is not 
sO There is as much difference between tiring the two 


boilers as there is difference in their build and purpose 
lt strikes hie that his observations SCC to have been 


made mainly upon large 


r powell borlers L Le states “In 


tring with hard or anthracite coal a thickness of about 


cieht inches on the vrate bars will work well 

Now that voes all right for th: depth ot re on a big 
plant, and when you renew the charge, about two inches 
more should bs added per Iris Now at eight-inch 


depth of hard coal in an ordinary house heatine boiler 
would burn out and cease to lurnish steam on Irom two 
te tour hours, depending upon the state of the weather. 
the amount yy steam carried ana also thie arranve@ment 
ot the dampers You will then have to puta nother 
S-in. charve and so on Firing a house heatine boiler in 
this way one can burn from 20 to 50 per cent more coal 
than with a deep fire banked with either ashes, coal 
cust Or pea coal | nave tried this CNpcriment too MALY 
times not to know what | am talkine about have 
measured out the coal in each instance and proved my 
case every time 

\ shallow fire is no good in a house-heatinge bores 
lt wastes the coal, raises too much leat. and does not 
hold 1 Run a deep-banked tire in your house-heating 
boilers and you will get results. You will have a steady 
Feat and save from one-fifth to one-half of yvour coal bills 

+-+> 


TYPES OF CLOSETS AND URINALS FOR 
SCHOOLS. 


kditor “Domestic Eneineering”:—Would yo kindly 
inform me what style of closet and urinal is considered 
the most sanitary nad atistactory for a orace hool 


burlding: 


kau Claire, Was BB 


Regarding the urinals we should prefer the porcelain 
urinal stall with a flushing inlet of such a type that tt 
would spread the water thoroughly over the 


closets we should preiret the -yphon }eT ana would ree 


ommend the low down tank with the cover thoroughly 
screwed down in case the tank 1s in room to which the 
children have access Ly properly irrangine the toret 
room, however, the tanks can be so placed behind a pat 


tition that it will be impossible for the children to med- 
cle with them and yet leave plenty of room tor any nec 
essary repairs. We should be pleased to hear trom some 
of our readers on this subject 
>-?> 
Sometimes a leak in nipples or ells is found due to the 
wearing away of threads on the old piping Cutting a 
groove in the ell round the pipe next to the threads and 
filling it with elastic metal cement, pounded in, will stop 
the leakage for a long time. The job must be cold when 
the work is done and the elastic metal cement forced tn, 


In the form of a stiff paste 


ee 
Within the COMP sé 1] the next Trew veel if] iti} 
pated that there wall be mb O 
school work in San Francisco, as some heavy apt 
tions h iv< 11ST een cle ror ¢ rive? ! | 
character. Four buildings to cost $50,000 h are to be 
erected as soon as possible and other new build yf 


this description are being planned 
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Kentucky Master Plumbers in Convention at Newport, 






Ky., March 28-29, 1910 


he State Association of Master Plumbers of Ken- 
tucky held its annual convention in Newport, Ky., on Mon 
day and Tuesday, March 28 and 29, 1910. The opening 
session was called to order by Geo. Fulner, president of 
the Newport Association of Master Plumbers, who in a 
tew choice remarks informed the delegates of the efforts 


} 


made by the Newport Association to make things pleas- 
ant for the visitors, in spite of the disadvantages of New- 
port as a convention city Hle invited them to consider 
themselves aS guests o} the Ni wport local and hoped that 
every visitor would take part in the entertainments pro 
vided tor the delegates lle then introduced the mayo! 
of Newport, the Hon. Ed. Kreiger 

Mayor Kreiger addressed the convention, extending a 
hearty welcome and expressed the wish that the delibera 


ions of the convention would be beneficial to the associa 


W. A. Patterson, representing the Business Men’s club, 
thereupon addressed the convention. He stated that he 
was simply a proxy. That the man who should have done 
the stunt tor the Business Club had neglected to pay his 
plumber tor the last job, which he had done when the 
veather was 20 deg. below zero, wherefore he simply 
ould not look a plumber in the face. 

Jacob lsaacs, president ot the State Association, then 
hair and introduced National President Walter 
Nolan, Washington, D. C. Mr. Nolan spoke on “The 
Purpose of Our Association,” and in his remarks he re 


+ 


took th. 


minded the members of the great work of the past, among 
her things mentioning the report of the Sanitary Com 
mittee of 1907-1908. He also told the convention that the 
ork ot the National Association in that report was one 


t the ereatest achievements in its history and that David 


raig, of Boston, Mass. an ex-president of the Nationa! 
Associat! . was entitled to the honor for this grand re 
por 

President Isaacs then called on Ed. Morgan, ex-presi 
dent of the Ohio State Association of Master Plumbers 
nd of €inemnati Local Association Mr. Morgan in a 
ew remarks extended his best wishes that the work of 
t he onvention would be beneficial to the plumbing in 
dustry of the state of Kentucky and to its members in 
LIViG i] 

Thos. J. Donovan, representing the Casualty company 


y America, was then introduced by President Isaacs 
nd 1 n extended address explained to the delegates 
the work of the imsurance committee of the National 
Association of Master Plumbers and the form of insur 
ince his company proposed to furnish 


7 


President Isaacs thanked the speakers for their pres- 


ence and encouragement 


felegrams from Thos. I. Watts, Kansas City, Mo., and 
W. A. Decker, State-secretary of the Michigan State As- 
sociation, were read, expressing the best wishes for the 
success of the Kentucky association. 

Geo. W. White, of the Newport association, on behalf 
of the entertainment committee, then made announce- 
ment of the different entertainments arranged for the 
delegates during their visit to Newport. 

vate McLean, of Newport, offered the following 
res ‘) thon in regards to the casualty-insurance question: 

‘\Whereas, The State Association of Master Plumbers 


of the State of Kentucky have been apprised of the ar- 
rangements made by our National President, Walter D. 
Nolan, with the Casualty company of America, to write 
the liability-insurance of the members of our association 
at a very low rate and upon satisfactory terms both to 
our members and the National organization; therefore, 
be it 

“Resolved, That we pledge the support of the State 
Association of the State of Kentucky to our National 
President to the end that such pledges as were made in 
cood faith by him and his Board of Directors be carried 
out to the letter, and that we recommend to our mem- 
bers that they place their Jiability-insurance with the 
Casualty company of America; and be it further 

“Resolved, That we place these resolutions upon the 
minutes of our proceedings in regular convention as- 
sembled, and that the Secretary forward a copy of the 
ame to National President Walter D. Nolan, Washing- 
ton, D. C.” 

The resolution was referred for consideration at the 
fuesday morning session, 

At this point adjournment was taken until 9 o’clock 
Tuesday morning. 

The Tuesday morning session was called to order by 
President Isaacs, who thereupon appointed William White. 
of Newport, as sergeant-at-arms. 

The Liability-Insurance Question. 

The ltirst matter of business in open session was the 
question of liability-insurance. The resolution offered by 
Mr. Mel.ain, of Newport, was read. The president then 
informed the delegates that he wanted a full and open 
discussion and hoped every man would take part unti] 
the subject was thoroughly understood by every delegate. 
The following gentlemen took the floor on this question: 
Mr. Donovan, representing the Casualty company of 
\merica: President Walter D. Nolan, representing the 
National Association of Master Plumbers: J. B. Stickler, 
Will White, Thos Clark, Geo, Fulner, Geo. W hite, J. J. 
Fitzgerald, Hugh Nevins, and Secretary Roser of the 
State Association. After a full discussion the resolution 
was put on its passage, with the following amendment: 

“Be It Further Resolved, That a copy of the Insurance 
Policy be sent to the Secretary of each local association 
of the State Association of Master Plumbers of Ken 
tucky.” 

After a vote had been taken the resolution and amend- 
ment was carried. 

On a motion by Mr. Herrman, of Louisville, Mr. Dono- 
van, of the Casualty company of America, was given a 
rising vote of thanks. 

The secretary then informed the president that he had 
secured the application of three parties for membership 
in the State Association of Master Plumbers of Kentucky 
since coming to Newport, and he would like to have them 
accepted at once so that they could take part in the pro- 
ceedings of the convention. The following Master Plumb- 
ers were then made members: Wm. M. Nicholson, Ash- 
land, Ky.; J. J. O'Neil, of the Union Plumbing Co., Ash- 
land, Ky., and C. D. Salvers, of Carrollton, Ky. 

The minutes of the first session were then read and 
approved, 

President Isaacs then appointed on the Auditing Com- 
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W. 
Geo. I 


then resolved 


Lb. 
fulner, Newport. 


mittee the tollowing members kason, Lexing 


ton: Lhos. Clarke, Danville: 


Phe convention by rising vote to go into 
session. 

The President’s Report. 
executive session the president’s report was read and 
the delegates. National 
Nolan took the floor and stated that 
the ablesi 


had ever heard read at any convention of mas 


executive 
In 
vith vreat interest 


Walter D., 


the state president 


recel\ ec 


President 


by 


the report ot was one ot 


—, 


papers he 


ter plumbers. He complimented the state convention on 
to 
was not afraid to meet conditions as they 
Nolan stated that the 


trade business 


having a president who was able state conditions so 


fairly and who 


presented President 


the 


themselves 
-socimtion \"\ 


n t 


National oreatest or 


cls 


association 1 le country today, and he urged the mem 


to 
do 


bers remain loval and it would continue to improve 


and ereater work in the futute 


we 
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‘ 7 , : | 
Nolan, atter carefully considerine the matter, advised 
cha Vlliege some Oo} thre }) iTagerapnis oO} the revised constitu 
tion betore sending them out Nii Isaacs. our State 
| + len } | ] he 1) ¢ - 994 nel ¢ | led 
resident, and TOOK The matte! up and conciuded not 
te ise the constitution for the present, but to let the 
ratty, lie | - } 1) 7 +] . ia | 1 > : le ; 
MWIALTC! 1i¢ GOTMANt untli Wwe Could see Out Wet cieal >] 
this reason the revised constitution was not sent out 

‘| may state that the administrative officers of your as 
sociation have done practically nothing during the past 


vear, as they could not see which way to proceed until 
it had been decided how tar our protection polhey could 
be defended the opinions rendered by different courts 
of justice in the land were so inconsistent with each 
other, that it was thought best to let matters stand until 


a more settled condition prevailed 


askine 





“During the past year we have had requests from per 


<oOns lines of business than plumbing 


\s the 


engaged in other 


for membership. parties were not plumb 


“ 


: = , » 
OO Crm hilly, eae > a + *, ~ . ee 
en = i * sp cece © 
_ by ite 
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Kentucky Master Plumbers at Their Annual 


said he had OTreate! 


1c 


f the association 


ndorse (| the report al 


faith than ever in the future « 


‘nts report was ordered received 


ordered 


(11) OOTDD\ sent to each member. 

fhe tary s report was then read as fcllows 

The Secretary’s Report. 

In ting my report of the conditions of the Stat 
\ssociat Master Plumbers of Kentucky I want to 
state [| will make two reports, one relating strictly to the 
nancial attairs and the other to events occurring during 
the past vear and other matters that I have considered 

of suthcient importance to recall at this convention. 
“At the last State convention the president and secre 


structed to revise the State constitution s: 
he 
his work was taken up, 


N : ? 
> 4 . 
Net LIViladi 


aS 


tary Wwer©rt 


to contorm ith 


instructions and accepted rules then 
in tore a3 


The 


completed and printed. 
Convention then took place at Detroit and 


changes the 


trade-rules were advised so that our as 
sociation-rules should not conflict with the laws of our 
country Being informed of these changes, | sent a copy 
of our new revised constitution to our National Presi 


dent, Mr. Nolan, with the request that he kindly examin: 





-<ame and intorm me if the revised constitution contained 
anvtlin A. that he belheved advisable to cut out President 


Convention in Newport, Ky., March 28-29, 1910 
ers and did not employ plumbers t nstall t 
} 1 © ’ 
Nits ree I policy ol Nis Office to Cl pel 
membership. | believe that the best interest of both th 
public and the legitimate master plumb: red 
| ’ ‘ ’ 

\ contend O tor the D ictice t rice 1) tive f " 
of plumbing in the hands otf practical, tramed plu 
lirms Or pnerson- ho act is rol bu ~— buvin Ti¢ el] 
ing plumbing material can ot be « 1 Lenetit tit 
association as membet d it would not be tair to t 
t *.° ; 1 1 : = - 
eogitimate Mlastel DiNMve©rs | (oUt association «7 >? ©ou] 
State to confer the privileges of our members to then 

Chere are some very reliable master plumbers through 
out the State of Kentucky who are not members of thi 
association We should make some effort to vet ever 
legitimate master plumber of our State to become rie 
bye ro} ( State assoc ton 

41 | 

\ question that 1s becoming very annoying t 

] : | , : ] " +] " ? <> ’ ’ | | ‘ 
11 (it Is bei constitutes rile I ¢ SPOTS! mlitVv Oj] i } ! 
turer ir wnhnbher o1 garanteed materials o1 < ture 
manufacturer and the jobber claim that their responsibil 
ends when they furnish 2 new part or ture tor the de 
FEective oO! Che plumbers C mm) that the, buy the 1 
terial 11 ley FATANTE EC «| t | | vnurantee 1S of no valte 
117 ~ T ) ‘a pe;rte T) t () ] eral } y] ¢ 
' i { j i } lé } >! ( 
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job without expense to the plumber | agree with the 
plumbers and would recommend that this question be 
taken up and acted upon, I think a middle ground could 
be taken on this question that would be fair to both 
parti 


“During the past yeal have had some correspondence 

ith the State Board of Health, recommending that the 
state Board Ot Hiealth be empowered by legislative act 
to supervise the installation (>) plumbing work mn connec 
tion with its present duties. I received a favorable rep: 
trom Dr. McCormack, secretary of the State Health 
board, but I did not carry out the matter at this time for 
reasons. One reason why I[ did not carry out the 
suggestion was because | did not have sufficient data on 


hand to map out a line of action; another reason was that 


1 


a measure was contemplated for asking the legislature to 


enact a bill to control the plumbing question in cities of 
first and second class The latter measure was brought 
betore the last Kentucky legislature and passed both 
houses, but I am very sorry to state it has been vetoed by 
Governor Wilson The governor’s reason for his veto, 
according to the press report, was that the act empow ered 
the plumbing inspectors to enter a man’s house and con 
demn old plumbing work. I did not construe any part of 
the act as giving any such authority to the inspectors, It 
vas not the intention of the act to confer any such au 
thority to plumbing inspectors, but to insure proper in- 
stallation of plumbing wherever work was done. The 
power to condemn unsanitary conditions in any building 
is now within the jurisdiction of the Board of Health and 
should remain there. It will always be a debatable ques- 
tron whether the state or municipal authorities by laws 
should supervise the sanitary conditions of a man’s pri- 
vate property. Prejudice against plumbers, and ignor- 
ance of the true purposes for such laws, are the principa! 
reasons for the present opposition 

“Qur association and its members should continue to 
work to educate the general public to have plumbing work 
installed in accordance with the best sanitary practice 
ind of sate samitary materials. Our calling is of just as 
great importance to the public’s welfare as any other in 
dustry or profession, and it 1s our duty to ourselves to im- 
press this upon the public \gain permit me to remind 
you that AND :mprovements 11) the conditions ot the 
plumbing trade must be made by the active work of the 
plumbers themselve: It will not do to remain indolent 
umless you are satisfied with the present conditions.” 

The Secretary’s general report was ordered received 
and the recommendations of his report were referred to 
the resolution committee for consideration and action. 

The Secretary’s financial report was referred to the 
\uditing Committee 

Geo. W. White, state delegate to the Detroit conven 
tion, informed the convention that he had no report to 
offer, as the work of the convention had been treated in 
the President’s report, and it was also «a matter of record 
published by the National Association. 

The Resolution Committee, consisting of J. B. Stickler 
J. J. O'Neil, Ed Gray, Geo. FE. Morlidge, and Chas. White 
head, reported that it recommended that the constitution 
be revised in accordance with the suggestions made by 
the National ottice, and that this matter be taken up by 


| 
; 
i 


the executive board with power to have the new constitu- 
tion printed 

\ resolution was offered by Geo. Balme, of Covington. 
relating to a State Sanitary Plumbing Law. This was 


also reterred to the executive board with instructions to 
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draft a suitable form of law to be referred to the next 
legislature. 

The Auditing Committee reported that the account of 
the association as reported by the secretary-treasurer had 
been examined and found correct. It was approved. 

The Resolution Committee further reported that the 
recommendations in the reports of the secretary-treasurer 
be taken up by the executive board. 

\s all the matter, which had to be considered in execu 
tive session, had been taken care of, the executive session 
was declared at an end and the regular order of business 
resumed. 

Election of Officers. 

The election of officers was next in order and resulted 
as follows: President, Jacob Isaacs, louisville; vice- 
president, Geo. F. Fulner, Newport; National state vice- 
president, \lbert Kruse, Jr., Newnort; secretary-treasurer, 
Geo. F. Roser: delegate at-large to the National conven- 
tion in Chicago, Geo. W. White, Newport. 

The salary of the State secretary-treasurer was fixed at 
4100 for the next year. 

The invitation to hold the next annual convention at 
lrankfort, extended by Mr. Whitehead cf that city, was 
accepted. 

On motion of Mr. Nevins, the State-president was em- 
powered to appoint a committee of three members to act 
with the master plumbers of Frankfort, Ky., in making 
arrangements for the convention in that city. 

National President Nolan thereafter spoke on the work 
of the convention and he gave the delegates great en- 
couragement for what the State Association had done 
and urged them to keep up the work in the future. He 
extended a hearty invitation to attend the National Con- 
vention at Chicago this year. 

Rising votes of thanks were extended to the Newport 
local association for the able manner in which it handled 
the convention: to National President Nolan for his pres- 
ence at the convention, and his assistance; to the ladies 
of the Master Plumbers’ Association of Newport, for the 
care they had shown to visiting ladies; and to Thos. J. 
Donovan of the Casualty company of America for the 
able manner in which he presented the insurance ques- 
tion to the convention. 

The convention thereupon adjourned to meet at Frank- 
tort, Kvy., in March, 1911. 

Delegates in Attendance. 

\shland—J. J. O’Neil, W. M. Nicholson. 

Bardstown —J. E. Reardon. 

Carrollton—C,. D. Salyers. ' 

Danville—Clarke & Brown, Durham & Scott. 

Dayton-Bellevue—M. J. Tlogan, Geo W. Keefer, Edw. 
W. KK reidler, EK. T. Scott. 

Frankfort—Chas. Whitehead. 

Lexington—W. B. Eason, J. J. Fitzgerald. 

Covington-—Geo. Balme, W. H. Dahlenberg. 

Louisville-—H. V. Bonkofsky, W. B. Gray, Edw. Gray, 
Wm. Herrmann, Jacob Isaacs, J. F. Leanhart, H. L. Nevin, 
|. J. Rosentield, (7e0. l* Roser, (5. W. Sikking, J. B. 
Stickler. 

Newport—Geo. I. Fulner, Albert Kruse, John P. Maher 
Jas. Maher, Frank Maher, Fred McLane, Geo. E. Morlidge, 
Walter J. Richards, Wm. A. Ulmer, W. W. White, Geo. 
W. White 

Entertainment Features. 

\mong the entertainments provided by the Newport 
\ssociation for the delegates and visitors were a theater 
party at the “Columbia” Monday evening; a trip through 
Weideman’s Brewery, and a trolley ride to Fort Thomas 


Tuesday afternoon. These were all enjoyed very much. 

















The view of the river at Fort Thomas with Ohio as a 
background was a very beautiful sight 

Tuesday evening a “Dutch Lunch” was served at the 
“German Village,” which was titted up as a hall for such 
gatherings, the furnishings beine of the old-fashioned 
Dutch style. The program called this tine spread a sup 
per,” and we will not dispute it, said Secretary Roser, as 
we are tired of the word banquet, anyvnow lt was ce 
tainly a great novelty. Many a visitor and delegate got 
“stuck” on the roasted potatoes, and “pitched” into them 


with a vengeance. (These potatces had been roasted in 


boiling pitch and served wrapped in paper, to protect thie 
hands from coming in contact with the hot pitch when 
removing the skin from the potato.) National President 
Nolan was compelled to depart from this verv elaborate 
cntertainment at 9 o’clock in order to catch a train to 
Michigan, where he went to attend the Michigan State 
Plumbers’ meeting President Nolan drank a “Toast to 
the Ladies” and bade the Kentucky Master Plumbers 
vood-bye. 

\mong the many enjoyable features of this supper was 
the singing of Mr. Keefer, a master plumber of Bellevue. 
Ky., who rendered “Rocked in the Cradle of the Deep” 
in a most excellent manner. Mr. Keefer will be remem 
bered by the visitors at the National Convention 
Louisville, who mace the trip to Mammoth Cave, «wher: 
he did similar service on the Echo river. Mrs. Leot 
Rosentield, ot Louisville, recited “Was Aarriage a | 
ure?” Mrs. Stein sang “My Old Kentucky Ilome.”’ Thi 
entertainers provided by the Newport Local were very 
fine dur old triend, [d. Morgan, of Cincinnati, ren 
dered a Scotch song. Geo, White of Newport acted 


toast master and called on the tollowine gentlemen. tor 


remarks: Hugh Nevin, Jacob Isaacs, Win. -Elerrmann, 
all of Louisville; Jerome A. Murphy, Cineinnati, and 


Geo. I. Roser, l.outsville 

The Newport local were given three cheers for th 
elegant evening's entertainment they had previded tor 
the delegates and visitors, ° 

Wednesday was set aside to afford the visitors 
chance to see some of the industries in ¢ iIncinnati t! 
lurnish supply material to the plumbing trad \t 9:30 
o'clock the special electric car pulled up in front of th 
Sinton hotel. ‘The first stop was made at the Sportsman 
Shot Works, where they were shown how lead pipe, trap 
and ferrules are made. At this plant they were served 
with lunch. The next stop was made at the Eagle Lead 
Works, where they were shown through the section of 
the works where plumbing materials are made and then 
through the departments where lead used in painting was 
inanufactured, flere the visitors were presented with a 
neat memorandum book and a neat styloid pencil to put 
the important events down with. Then came the trip to 
the Louis Lipp Co.'s plant. Mr. Lipp led the visitors 
through his big plant, and explained the process of manu- 
facture of many articles. He dwelt particularly on his 
finishing department where the wood work 1s given that 
finish which has always characterized the Lipp tanks and 
seats. The process of enameling bath tubs, pouring the 
iron for cast tubs and lavatories, and working it in the 
molds were some of the sights in the enameling department 
and foundry. Mr. Lipp then invited the visitors over to the 
Phoenix Park, where he had arranged an elegant German 
lunch. The party was thereafter taken to the Crane 
Hawley supply house, whose officers took great pleasure 
in showing the visitors through their elegant display room. 
Lemonade, cigars and flowers were provided by this com- 


pany. 
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lt was getting late and many of the visitors were 
booked to leave at 5 o'clock, so, much to their reeret. the 


trip to the John Douglas Co.’s plant had to be abandoned. 
The special feature of the convention that took all was 
the delighttul weather. Never in the history O] the as 
sociation was a convention held under such = gerand 
weather conditions, The sun was on duty every day, 
l never too cold. 
Convention Notes. 


Chas. Ruehrwein, of the Sanitary Mfg. Co., Hamilt 


never too hot ane 


., was on the job during the entire time. Charley is a 
“Gem.” 

lacl reexs he Facle Le a eee 

JACK ( ripps, Or tire kagol ft ic] . 4 . {( imc} cit, ().. Was 
engaged in working lead pipe cinches and setting traps 
tor the unwary plumber. 


Thos. J. Donovan, of the Casualty Company of America, 


worked hard to have the hability-insurance question 
thrashed out to a tinish lle lett a good impressto 

\Ilr. Carlisle, of Cineinnati, one of the oldest as well as 
one ot the most representative Master VPlumbet 1 
\merica, complimented the Kentucky Plumbers ith 


visit during their convention. 


Llueh Nevins, Louisville, amused the people at the Get 
Nal \ ( vy telling them { patie r\ 

State secretary Pre Sure] (aco) | Rose 
duced at the German Village by Geo. White as the “Pessi 
lllist {>} the lLentu ky \s tlio) me h | 
vhich Ros LOOK at intace | hie Tor one 1 
pressi that Alr. White had 1 h 
had only seen the hole. Roser insisted t! \ 
pubs vould have mort contidey n th eT 

the plumber nad more contidence mn himsel 

The telegram trom Thos. P. Watts, Nans (“if OV 
that this Old-Kentucky plumbe til] | 


‘ 1 | 
his heart tor the boy 


~->--> 


OMAHA MASTER PLUMBERS’ ANNUAL DINNER. 


he \lastes Plumbers’ \ssocration (>] (mah 


held 1] innual b quel I the Rome hotel 3 | L\ 
()] ~ turday ( Cy Nlarch 6th ! 

eraced ly the presence of visitol irom Prtaot parte 
the state as well as trom lowa, Illimots, Pennsyl] ae nid 
( anada During thre dinner, \\ hich \\ cl very el pcr] 
affair, music was furnished by the Jones orchestra, whil 


TT. S. Rogers. assistant manager of the Rome. in thi 


ence of a quartet that had been arranged for, sat c\ 

eral SOnGsS 11} a Ost acceptabl MIME. contributi 
| . ‘ 

I uch to tne enyoyment >] the occasion lhe foastmastet 


of the evening was Tlollis M. Johnson, and the prineipal 


speaker was | ( Bixby. president | l thie associ on, vho 
before welcoming the guests, spoke of the value of o1 
eanization and said that the Omahae assoctation had been 
formed for the purpose of bringing all the master plumb 
ers together. Other speakers were J. B.’Coningham and 
T. J. Lynch, both of the local association, and J. F. Gar 


vey, of Mason City, la., president of the Towa Master 


Plumbers’ Association \mone the guests present wer 
, he (sarvey, Nlason c ity. la.: J (r,earen, Srworts (ity. 
la.: W. M Bruce and A. Knower, both of Des Morne 
la: R.S. Frv and S. L. Pound, both of Lincoln, Neb.: H 
N. Dussel, Columbus: P. ¢ Rati, Counell Bluffs. la S 


Herman, South Omaha, Neb.: James Walton, Ontario 
Canada: ©. M. Andreas, Chicago, and M. S. Hicks, Phil 

celphia \"\ alter I) Nolan. Washi ewron, |) ( na \ 
Selden Walker, Newark, N. J., president and secretary, 
respectively, of the National Association of Master Plumb 


ers, sent telegrams expressing their regrets of being wu 


able to attend thie dinner 
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THREE EASY SELLERS. 


ditor “Domestic Engineering” You asked for the 
names ot three “easy sellers,” in the issue of March 26th 

| will comply with your request and mention one 
heating and two plumbing specialties which can be 
handled with profit and success. One is the air-pressure 
system of waterworks for places which do not have 
access to the regular systems of city waterworks. I have 
installed a number of air-pressure systems and they give 


satistaction, and at the same time there 1s reasonable 
profit in the business. You seldom put in one of these 
ystems without selling a bath-room outfit also, and the 


ombined job results in a good profit provided one know: 


prot, or leave it mo. 


sed 


aAuUtLOMAatic cellar drainer. 


enough to take work ata 
\nother 
the 


thet e ate 


have wu with considerable su 


specialty | 
ic 
Now 

flooded frequently, or wet constantly, who are 
thing cellar-drainer. 
the 


hundreds of people having cellars which 
are ignor 


anit (> 


‘This 


the existence of such a as a 


article ly placed in position and 


those | 


Is very cea 


pront is made quickly and have set have vivell 


satistaction 


lt 4s the 


not a hard article to sell when you locate 


party who needs One, 


The third specialty I have used is h 


device for the 
hot 
rather hard to 
work, 


pur 


water systems. 


making an extra pressure on 
takes 
A place where they 


ot 
\\ hile 


started in 
it sells well when you can refer to one or two sick jobs 


pose 


talking and 1s get 


this more 


have never seen 1t 
which were always on the bum and on which you have 


SUCCE SS. 


— 


placed this apparatus and made the job 
| discovered some time since that I could very profitably 
employ a part of my spare time in pushing the sale ot 
other things than bath-room outfits, boilers and radiators 
They’re all right, in season, but there 1s a long season 
) which they are not the most appropriate 
Trusting to have assisted you in your purpose of bene 
craft at large, | remain, Yours, 


hitting the 


\linneapolis, Minn 
->-? 


SHOP BOY VS. TRADE-SCHOOL BOY. 


Editor “Domestic Engineering”: I have perused the ar 


ticles by “Mac” and “Jed” in the “Business Management” 
department of your valuable paper with keen interest. 
They remind me of an old story. Two people were dis 


W ra 


puting about the correct way to pronounce the 
“either.” 

One said “either” and the other “ither.’) An- Irishman 
came along and they left the matter to him. “It’s 
‘nayther’,” said he, “for it’s ‘avether,’”’ and I believe the 


story has it that Pat was the nearest right 

So much for the story. Now “nayther” the trade-school 
nor the shop boy receives the proper treatment. The 
trade school] hoy pavs Out bunch ot money for imstrue 


tion which he was entitled to absolutely free of all charges. 


The could have the same instruction. too. 


ind do away with this whole discussion, differences and a 


shop boy 


hig bunch of trouble, provided our people who are support 


ing the 
up and did their duty as parents and citizens. 
oT 


1 


trade, business or profession while they attend the publie 


morally), but the day is rapidly approaching 


tiseless piece ot 


thing they can 


business or profession at 
(iT 
thing to which they could turn their hands at 


cil the 


present system of schools and education once woke 
very boy 


is entitled to receive the ground work of some 


oir] 


\ ot just yet are they legally so entitled (only 
when they 


schools 


\\ il] be 


~Vstem 


When a boy or girl graduates from our present 


of education he (or she) is a mighty costly and 
furniture 
do, either correctly or with any degree of 


do 


they earn from $3 to $5 per 


There's hardly one blessed 


ska] \bout the best they can is to go into some 


store or factory where 


Now, had they 


week 


gained the ground work of some trade, 


school, cut the dye Of e1ghteen 


twenty when they graduated they would have some- 
once, and 
its a cinch that they'd be worth at least $6 to $10 a week 
start. Some of will 
prance around and now begin to yell, “there'd be an over 
supply in all lines of business False notion that. The 
kids have to live and they have to find some kind of busi- 


very the “home-guard” crowd 


* 


ness or trade to support themselves. 


So they had better learn it as quickly and as thoroughly 


is possible, just as early in life as they can absorb the 
wisdom and stand the racket. 
This country is squandering millions of dollars each 
h 


year keeping teachers punching false dope into the heads 


our children, More than 50 per cent of these teachers 


ray} 


couldn't earn their salt at any other business. 


They've got just “book-larning.” They know about as 
much regarding true education and what the kid needs to 
help him in his fight in lite as some lop-eared jack-rabbit. 
We more better better and 
helpers. Go into the big department stores 
tind that they have to put all their clerks through a course 
sprouts before they to do the busi 
The hov Or oirl does nt need to foo] AWAY extfa time 


need and mechanics. clerks 


and you'll 


of are fit s1mplest 
peas. 
in the shop or trade school or business university if the 
parent will wake up and do his duty 


N. ¥ Rockaway. 


Svracuse, 


>-? 


MASTER PLUMBERS MUST BE ABLE TO PRE- 
PARE PLANS. 


Master plumbers in St. Paul, Minn., must hereatter be 
able to prepare plans and estimate work as well look 
after mechanical details. Journeymen need be posted on 
mechanical details only in order to pass examinations for 
licenses. This was decided by the plumbing board at a 
meeting in the office of the city engineer last week. L. 
W. Rundlett, city engineer, and Dr. Gustav A. Renz, health 
commissioner, are members of the board. Heretotore 
master plumbers and journeymen took the same examina 


as 


tion. 
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Among the Wholesalers 


WILL MAKE VENTILATORS. 


The Consolidated Ventilating Co., Rochester, N. Y., has 
been incorporated with a capital of $5,000 to manufacture 
ventilators. The incorporators are: F. C. Allen, Philip ¢ 
Tucker and Luther B. Elliott, all of Rochester. 

+++ 


WILL MOVE ABOUT MAY FIRST. 
The Haines, Jones & Cadbury Co., jobbers in plumb 
ing supplies, will vacate their present quarters on Bryant 
St., San Francisco, Cal., about May Ist. and will move to 
a large brick building at 851 Folsom St. in that city 
a 


PURCHASED SEWER-PIPE BUSINESS. 


Kdward Kanney, the well-known master plumber at 614 
Monroe St., La Porte, Ind., has purchased Wesley Fogle’s 
sewer-pipe business and stock in that city and will here 
after conduct this business in connection with his plumb 
ing establishment. 

+++ 


INTERNATIONAL HEATER CO’S. ANNUAL 
MEETING. 


The International Heater Co., Utica, N. Y., held its 
annual meeting at its general offices in that city on Thurs 
day afternoon, March 24th, and elected the following 
directors for the ensuing year: Hl. R,. Williams, W. F 
Baker, C. S. Symonds, Kk. J. Millspaugh, J. F. Maynard, 
lk’. KE. Wheeler and F. H. Moore. The board of directors 


elected the following officers: President F. E. Wheeler 
vice-president, Hl. R. Williams; secretary, E. J. Millspaugh: 
and treasurer, Fk. H. Moore. 

->-?> 


STANDARD SANITARY STARTS DAMAGE SUIT. 


The Standard Sanitary Manufacturing Co., Pittsburgh, 
Pa., is guarding its name carefully, and as a result, an 
action for $100,000 damages has been filed in the courts 
of Canada against the Standard Ideal Co., of Port Hope, 
Ontario, Canada. Both concerns manufacture sanitary ap 
pliances and specialties, and the Pittsburg company is 
erecting another plant at Toronto. Back in 1907, the 
Standard Sanitary Mfg. Co., sought an injunction against 
the Standard Ideal Co., to restrain it from using the word 
“Standard” on its goods. The word had been so used, 
it was claimed to the detriment of the Standard Sanitary 
Mig. company. In the May following a judgment was 
rendered in the Superior Court granting the injunction. 
The Standard Ideal company then took the case to the 
Court of Appeal, but the judgment of the lower court was 
unanimously confirmed by the King’s Bench. 

The ground for the present action is based on the alleged 
continued use by the Ideal Company of the word “Stand 
ard” since 1907, and to cover damages contended to have 
been incurred by such use. 

ete 


RIVERSIDE SANITARY POTTERY SOLD. 
The Riverside sanitary pottery of the Riverside Pot 
teries Co., Wheeling, W. Va., which was tormerly a part 
of the Wheeling Pottery Co. in that city, was sold at 
trustees’ sale on Monday, April 4th, to Nelson C. Hub- 
bard and John Wright for $80,415.91. This price, which 
was turned over to Trustee Alfred Caldwell, pays off all 
outstandine bonds and interest and pays the entire ex- 
penses of the sale. With a capital stock of $250,000 the 
Riverside Sanitary Manufacturing Co. has been formed 
under West Virginia laws and this company will take over 
the Riverside plant. The new company 1s a reorganiza 
tion of the company which has been operating the prop 
erty, and it is reasonable to believe that the company will 
also continue to operate the plant at Tiltonville, which 1s 
also in the sanitary trade. The LaBelle and Wheeling 
potteries, formerly parts of the Wheeling Potteries Co., 
are held by the bondholders, and it is announced that 
negotiations are pending to transfer these plants to other 
interests who will operate them 
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GEO. E. DOWNE NOW PRESIDENT OF J. H. 
McLAIN CO. 


Geo. k. Downe, until recently in charge of the hous 
heating boiler business of the American Radiator Co 
Chicago, has been elected president of the J. H. Mel.ait 
Co., Canton, ©O., manufacturers of heaters and radiator 
This is something like a home-coming for Mr. Downe. 
he nevotiated with J. Hl. McLain, father of J. FE. and P. | 
McLain, in 1888 for the manutacture of the Spence hot 
water heaters at the \lclLain company’s present plant, an: 
these heaters were produced there satisfactorily for a 
series of vears Mr. Downe was at that time president 
of the National Tlot Water Heater company and he wa 
In a way responsible for the establishment of this indus 
try in Canton 


<--> 
UNITED BUNCH OF SHEEP ORGANIZED IN NEW 
YORK. 

On Friday evening, April 1st, Fold No. 3 of the United 
Bunch of Sheep of America was organized in New Yor! 
City with the following charter members loseph | 
Barnum, Carl Falk, William Waldenbure, Arnold Behre: 
Ir, Robert C. Smith, Robert K. Story, Joseph H. Kessel 


r W MeAuhtff, \ i Delehanty, ¢ Morgan lohn ( 
Wickes, M. W. Murphy, T. M. Walsh, John M. Unhle1 
(Cyrus G. Beach, Eugene LD. Giberson The following 
officers were elected (grand Rag. ‘Thomas NN. Hutchin 
son; vice-ram, ©. Chan Wells; past grand ram, Fk. C 
Molby: shepherd, A. Hl. White: shearer, J. W. Gannor 


keeper of the golden fleece, Henry Stein Wirectors 
Donald LL. Stevens, Robert G. Williams and J. S. Matti 
More. Walter S Rait, (>] (Chicago, suUpTrennr hearet 
the supreme fold, presided at the meeting 
->-> 
WANT NAMES OF MANUFACTURERS’ SALES 
AGENTS. 


The Allen-Crawtord Publishing Co... 209-2913 N Tettet 
St.. Chicago, 1s compiling its annual directory for 1911 
known to the trade as “lItngineerine Directories.” and 
would hke to receive from recognized manufacturers’ 
agents their full names and addresses and a complete list 
of the lines they represent. This directory 1s published 
in three parts, two in English, and one in Spanish, and 
contains more than 50,000 trade names Those desirou- 
of listing themselves will kindly communicate with th: 
\Hen-Crawtord Publishine Co... at their earhest 
CnCce 


->-? 


PERSONAL MENTION. 


John \ Campbell, president of the Trenton Pottert 
Co., Trenton, N. J., bk. Willard, of the Potteries Selling 
(o.. Kokomo, Ind., and Sam Brown, sales-manager of the 
(Central Brass Mig. Co., Cleveland, ©., visited the Chi 
cago trade this week 

Louis Bruch, in charge of the publicity department 
the American Radiator Company, of Chicago, sails tor 
Great Britain and Europe on April 14, to visit the foreig: 
branch companies Ite will take his assortment of lan 
tern slides and deliver several lectures while abroad 

John R. Allen, professor of Mechanteal Engineering. in 
the University of Michigan, Ann Arbor, Mich., author ot 
\llen’s “Notes on Heating and Ventilation,” published by 
‘Domestic KEneimeering Co.,” has been engaged by Rob 
ert College, at Constantinople, Turkey, to take charge oi 
and organize an enginecring department Professor Alles 
is looking forward to this work at Robert College wit! 
very great pleasure as it will give him an excellent oppor 
tunity to get into touch with engineering work in Europe. 
particularly in heating lines, as a part of the work n 
which he will he envaged will he the heating ot the 
lege buildings 


o--? 
GEO. W. FEASTER RESIGNS AS PLUMBING 
INSPECTOR. 


(seo. W l'easter, plumbing lspector at lrenton, \ | 
has resioned from his office and his resignation has be 
accepted George I. Johnston, master plumber, 
Chas. M. Whelan, a journeyman plumber, are mento 


: P ? . 
1< candidates ror the vacant positron 
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= 
i. 
PIG TRON AGAIN LOWER. a movement to the South African gold fields. 
sumptive demand in America is excellent but there has 
lt is a buyers’ market 1n pig iron. Prices continue to 


melt away. ‘The latest reduction was 25c a ton in prices 
of No. 2 Southern foundry tron in Birmingham, and in Cin 
cinnati prices are 50c a ton lower than last week. No. 2 
local foundry Chicago, which was $18.25 last week, 1s now 
$18.00, and the price ol basic has been reduced another 25ce 
Several stove foundries in Michigan have pooled thei 
iterest and ecured ¢ ONnCESSIONS TOT their supplies Se 
eral sales pending are from 500 to 1,000 tons but no realls 
| 


large business is in sight, save in malleable, where inquir- 


les for 15,000 to 20,000 tons are noted. This apparently 
is for ear building concern; business in that line being 
verv active \ radiator manutacturer, however, bought 
(500 tons of Southern iron for last half delivery. A good 
many people advance the opinion that the pig iron market 
is getting ready to make a radical turn and would not bi 
surprised if the market should advance sharply in the neat 
buiture Price are as tollow 

No, 2 Southern loundry, Pirmingham....$12.75 to $13.00 
No. 1 Virginia Foundry, New York -. 18.25 to 18.50 
No. 2X Virginia Foundry, New York..... 17.50 to 18.00 
No. 2 Northern Foundry, Chicago .. 18.00 to 18.50 


<--> 


COPPER MARKET CONTINUES QUIET. 


Price ; ot COppct have receded slightly during the week 
but this is of little or no importance, for the volume ot 
business taken Wa xtremely mall and Naot enough to 
establish a market lt is sienilicant to note that the ex 
ports have tallen off and the total for the month of March 
vere less than 18,000 tons Phe price of lake 1s practi 


ally statwonary at Bis.43 1 | clectrolyti Is easier at SI3.25 
per 1Oo lly 
t+ oe 


LEAD MARKET DULL. 


It is usually expected that the lead market will improve 
during the spring months on account of building oper 
ations, water works extensions and kindred products. 
This trade has not developed ads Was expected. The Amer 
ican Smelting & Retining Co. continues to accept orders 
for shipm« nt lead, in 50-ton lots, at $4.50 utside inter 
ests, however, are making concessions of ten points more 
and sales have been made at $4.40 per 100 Ibs 

+o 
SHARP ADVANCE IN TIN. 

When business opened Tuesday after the three days 
holiday in London, prices were advanced sharply. This 
was on account of the forecast of the statistics which later 
proved to be true. The shipments from the straits fell 
off sharply. The consumption in the United States was 
large and despite the Banca sale which added about 1,200 
tons to the visible, the total visible supply throughout the 
world decreased over 1,000 tons. The pig tin situation 
is much firmer. Sales were made on Thursday at $33.50 
and on Friday at $33.30. It is a peculiar fact in the tin 
trade that higher prices do not seem to stimulate produc 
tion. The laborers in the tin mines in the East and the 
sorters of the earth as it is thrown down on the dumps 
are perhaps the poorest paid class of laborers in the 
world. When tin prices advance, there 1s often a greater 
advance in other commodities in the East, and just now 
the Coolies are leaving the tin fields to work in.the rubber 
plantations. A dozen years ago, the same condition was 
noted when they left the stannaries to secure employment 
in the coffee plantations and about six years ago there was 


been a shght falling off in the demand for tin roofing 
plates due to labor troubles This, however, is of small 
importance compared with the bright tin plate trade which 
uses fully 85 per cent of all the pig tin consumed by tin 
plate manutacturers. 
os 
SPELTER. 

The only activity apparent in the spelter market is the 
demand for high grade brass mill special, which is in ex- 
cellent demand. In some cases, it is hard to secure sup- 
plies promptly. Prime western is very quiet and can be 
had at $5.65 New York and $5.60 St. Louts 

——___—_»-e 
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Copper, RE ee ee ee 
(Copper, l-lectrolytic aad tac Sr hak a dase GC Oe ey te eee 
lead sat ab ke Sd a -e O eteOad Al e eb ieakeaanades ir ~% 1.50 
PE Eee ee ee ee ee er res a 
\ntimony, Cookson’s ......... eee Se ere ae 
NE FD. og cs ox 4s bh od eoumbawwsedeas Pee Tee 
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Dealers’ buying pric s are as follows 
Heavy Crucible Copper. . $12.00 to $12.25 
Plumbers’ cocks and faucets 900TH 9.25 
lleavy brass SOO TO R25 
Light brass 6.25to 6.50 
Lleavy lead 3.90 to t.00 


pee ‘ 
| Ca lead 


hai ee a ee »>.D0 tO yt 
Solder joints : 


) 
re A 6.25 to 6.50 
~->-+?> 


OLD IRON MARKET. 


Business in the line of old materials has improved con- 
siderably. The mills in Eastern Pennsylvania are now 
buying freely and the prices of old materials are holding 
stationary in the face of the declining prices for pig iron. 
\\ e,quote the market as follows 
No. 1 yard wrong long...... 
No. 1 yard wrought short. . 
Machinery cast and tubes 
Wrought turnings 
Cast borings 
Stove plate 


.. $14.50 to $15.00 
14.00 to 14.50 
8.50 to 14.00 
10.50 to 11.00 
9 OO tO 9.50 
11.00 tO 11.50 

— +: 


CONTRACTS AWARDED. 


David Elin, 16 Avon Ave., Newark, N. J., has secured 
the contracts for the plumbing in’ Ellis Himber’s new 
houses at Avon Ave., 16th and 17th streets 

M. J. Murphy, Hot Springs, Ark., has secured the con- 
tract for the plumbing and heating in the De Soto Springs 
Co.'s new building in that city. 

Maher & Smith, Rockford, Ill, have been awarded the 
contract for the plumbing in Robert Lathrop’s new tesi- 
dence on National Ave. in that city. 

The Prox & Burgett Co., Terre Haute, Ind., has been 
awarded the contract for the plumbing in Thomas Tag 
gart’s new $200,000 bath-house at French Lick Springs. 
which is now in course of construction. The considera- 
tion is $39,000, The bath-house will be one of the finest 
in the country. 
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Charles Danee & Son, Amherst, Mass., have the con- 
tract for the plumbing work in the new house which is be- 
ing erected by Ora Samuel Gray on Mt. Pleasant street in 
that town. 

The contract for installing the plumbing and heating 
systems in the Morrier building at Lenox, Mass., has been 
awarded to Richard O’Brien. 

The town of Wakefield, Mass., has appropriated the sum 
of $3,000 for the installation of new heating, plumbing and 
ventilation system in the Hamilton school. 

John Retallick has opened a heating and plumbing es- 
tablishment in the new Gamwell block, 118.Columbus Ave., 
Pittsfield, Mass. He was until recently master plumber 
for the Boston and Albany railroad for the district be- 
tween Springfield and Albany. He will be associated in 
business with F. D. Retallick & Co., electricians. 

An appropriation of $6,000 for the installation of a heat 
ing and ventilating system in the John Hancock school at 
Quincy, Mass., is. being considered by the city council. 

George Easton, who for more than 15 years past has 
been associated with local plumbing concerns, at Westfield, 
Mass., has gone into business on his own responsibility. 
He has opened an establishment on Main street in that 
city and will carry on a general plumbing, heating and 
sheet metal business. 

The town of Arlington, Mass., has appointed a com 
mittee to look into the matter of a public-comfort station 
in the center of the city, to secure designs, prices and 
other details. 

A movement is on foot in Uxbridge, Mass., looking 
toward the appropriation of $1,000 for the installation of 
new toilet facilities in the Wheelock school. 

The firm of Robert Robertson, of Beverly, Mass., has 
the contract for all the plumbing in the buildings which 
are being erected for Mrs. Levi Z. Lieter at Beverly 
Farms. These buildings consist of a garage, and a gar 
dener’s cottage and stable all of which are to be fitted 
up with the latest plumbing fixtures. 

The school committee of Greenfield, Mass., has prac- 
tically decided to place the contract for heating and ven- 
tilating the new school with the Eugene Stone Co., Bos 
ton. The system employed will be a combination of hot- 


air and steam. 
ouume ~>>>— — 


CONNECTICUT. 

The contract for the plumbing in the residence which 
is being erected for Edward J. Morgan on Mill Hill Ave., 
Pridgeport, Conn., has been awarded to M. W. Manwar 
ing in that city. 

The school board of Meriden, Conn., has awarded the 
contract for new sanitaries in the Tast school to Brodeur 
& Lynch, the lowest bidders. 

The contract for plumbing and heating the laundry and 
office building on Crown St., New Haven, Conn., for A. 
J. Crawford, has been placed with Thomas F. Meagher. 

Plumbing Inspector Frank Kay, of Meriden, Conn., has 
been instructed by the board of health to make a thor- 
ough examination and inspection of all new plumbing 
work in the city, and to report any violation of the health 
laws that may come to his attention. 


tro 
VERMONT. 


The Montpelier Plumbing & Heating Co., Montpelier, 
Vt., has been awarded the contract for the plumbing in 
the new five-story hotel addition which is being erected 
at Lake Morey. The work must be completed by June 
1. The job includes the installation of 50. lavatories, 
many bath rooms, two hot-water systems and other 
plumbing fixtures. The hotel is owned by George 
Kendall and a large annex has recently been added to 
the main structure. There were four bidders on the work 
and the Montpelier company was the lowest 
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NEWS FROM WISCONSIN. 


George Kispert, Jr., has taken a lease on a Second 
street store building in Kaukauna, Wis., and will establish 
a plumbing shop there. The building 1s now being remod- 
eled to suit his needs. 

The American Heating Co., Superior, Wis., has been 
awarded the contract for installing the hot-water heating 
plant for the new dormitory of the Superior Normal 
school. The contract price is $4,550 

The Milwaukee Automatic Water Heater Co., 157 Mich- 
igan street, Milwaukee, is at present featuring its new selit 
lighting automatic water heater. 

The board of public works of Racine, Wis., has issued 
master plumbers’ licenses to O. H. Beecher, George A 
Hartmann, H. Raymond, and J. Cluney. 

The city council Gf La Crosse is considering the pas 
sage of an ordinance to create the office of plumbing in- 
spector. The ordinance committee has requested the 
plumbers of the city to appear before them so that the 
matter can be thoroughly talked over before any definite 
action is taken. The duty of the inspector would be to 
inspect all plumbing work performed in the city, to see 
that the work has been done in a proper manner. The 
real force behind the movement is the activity that has 
recently been displayed by the citizens, for better sanr 
tary conditions throughout the city. 

W. L. Yule, of the Badger Brass Co., of Kenosha, Wis., 
has been elected president of the Manutacturers’ Asso 
ciation of Kenosha. 

Following the settlement of the journeymen plumbers’ 
strike at Racine, all of the men have now returned to 
work. Both sides are claiming a victory, but the facts 
favor the master plumbers, as they will now be able to 
have apprentices in any shop where journeymen plumbers 
are at work twelve months during the year, instead of one 
apprentice to every three journeymen plumbers as was 
demanded by the men. 

Martin & Wigman, Green Bay, have the contract for 
installing the fan system of heatine in the new addition 
to be built to the academy of the Sisters of St. Joseph at 
(Green Bay. The building will cost $50,000. 

—- 


OBITUARY. 

Robert McGregor, a contracting plumber in Pittsburgh, 
Pa., died last week at his home in that city in his 42nd 
year 

Harold G, Phillips, Iranconia, N. H., who in his ca 
pacity of plumber, was well known throughout the sum 
mer resort district, where he did much work in the big 
hotels, died at his home in that city on March 20th of 
Bright’s disease. He was 25 years of age 

James Howard, who has tor many years conducted 
plumbing establishment at #12 Cedar St., New York City, 
died at his home in Brooklyn on Monday, March 238, after 
an illness of three months. He was born in New York 
City in 1852, and he was an active member of the Master 
Plumbers’ Association. His wife, three sons and three 
daughters survive him. 

Frederick H. Chase, a plumber and dealer in stoves and 
hardware at Orange, Mass., was drowned while at work on 
the banks of Millers river on March 28. He was engaged 
in putting a suction pipe to draw water for street sprink 
ling purposes in position when a boat in which he was 
standing was overturned and he and his 16-year-old son 
who was with him were thrown into the water. The son 
succeeded in getting ashore, but Mr. Chase was drowned 
Chase had been a resident of Orange for twenty-five 
vears and was one of the best known business men in 
the place. 

a 


JOURNEYMEN WANT $7 A DAY. 


Journeyman plumbers at Great Falls, Mont., have asked 
for an increase in wages of $1 aday. The journeymen art 


at the present day receiving $6 a day for eight hours, and 
their demand is for $7 per day with a half day off on 
Saturdays. It is understood that at the present time one 
of the local master plumbers is giving his men a halt 
holiday Saturday with full pay. 




















San Francisco plumbers have been much interested 
in the action that would be taken by the Board of Super 
visors in reference to tearing down the temporary shacks 
that are still to be found in various sections of the burnt 
area of the city within the fire limits and the announce- 
ment has just been made that a decision has been reached 
by the Board in reference to the matter. According to 
the ruling made a year ago, these temporary buildings 
were to be removed by May 1, 1910, but according to the 
ruling just agreed upon they will be allowed to exist for 
another year. However, it is intimated that when that 
time arrives no more extensions of time will be allowed, 
and buildings left standing will be torn down by the city 
at the expense of the owners. A number of plumbers 
and plumbing supply dealers are still occupying temporary 
quarters and do not relish the idea of being compelled to 
vacate, but the trade as a whole would have been glad to 
have seen the shacks torn down this spring, as in many 
‘ases it would mean that new buildings would be erected 
at once. It would also mean that considerable second- 
hand plumbing material would be thrown on the market 
and it is the general feeling that the sooner this material 
is disposed of the better it will be for the trade in general. 


Another matter of considerable importance to the 
plumbing trade has been the decision that has been arrived 
at in regard to the percentage of ground space that will be 
allowed to be covered by buildings intended for flats or 
apartments in San Francisco. A measure had been passed 
making it obligatory that 30 per cent of the lot be left 
uncovered, but this was very unsatisfactory to builders 
generally, and by a concerted effort the percentage was 
reduced to 20 per cent, and this is now the ruling in force. 
Since this matter has been definitely decided upon there 
has been a decided change in the plumbing outlook and 
master plumbers are very busy at the present time figuring 
on work, busier, in fact, than they have been before in a 
long time. Most of this work is in buildings where the 
aggregate cost will not be large, but where the amounts 
of plumbing work are relatively high. 

The agitation that was commenced a short time ago to 
secure proper sanitary appliances for so.ne of the city 
buildings at San Francisco that are, at the present time, 
woefully in need of them, has reached the proper officials 
and plans are being made for considerable work of this 
character as soon as the necessary formalities are gone 
through. The fire houses will receive attention first as 
it is considered that there is a most urgent need for im- 
provements in many of the buildings now used by the 
tire department, especially along the line of bathing facili- 
ties for the men housed there. Some of these places 
house fifteen or twenty men, and as these men virtually 
make their home there it is felt that it is no more than 
proper that the buildings should be equipped with the 
same sanitary appliances that would be required in lodg- 
ing houses or in private residences. All of the old city 
structures are in need of improvements in sanitary ap- 
pliances, especially the county jail, attention having been 
called to its condition by Abe Ruef, who was imprisoned 
there for some time. The old school buildings are also 
in need of much new plumbing, but the Board of Public 
Works does not feel inclined to expend much money on 
work of this character when it is planned to replace all 
of the old buildings with new ones within a short time. 
However, there is considerable work of an urgent char- 
acter to be done, and plumbers will be given an oppor- 
tunity to bid on this at the close of the present schooi 
term. Just what will be done in reference to the build- 
ing of a new City Hall has not been determined yet, nor 
has anything definite been done toward erecting a tem- 
porary structure, a plan that is favored by Mayor Mc- 
Carthy. 

George Haub, San Francisco, has just been awarded 
the contract for the plumbing work in a building being 
erected on Filbert St., near Hyde; the consideration is 
$1,175 


Frank J. Klimm, San Francisco, has just been awarded 
the contract for the plumbing work to be done in the 
six-story building being erected by Judson L. Stull and 
louis Sonnikson at Market and Second Sts. This work is 
to cost $3,262. 

J. Loney, San Francisco, has recently been awarded 
a contract for the plumbing work necessary in a two 
story and basement building being erected on Washing- 
ton St., near Walnut, for Romilda A. Musto. 

Ahlbach & Mayer, San Francisco, have been awarded 
the contract for installing the plumbing work in the 
Adolph Meyer building on Leavenworth St., near Eddy, 
the consideration mentioned being $7,050. The heating 
system in this building will be installed by Mangrum & 
Otter for $2,559. 

The E. W. Potter Co., Santa Rosa, Cal., has been in- 
corporated with a capital ‘stock of $10, 000, to conduct a 
plumbing and hardware business. FE. W. Potter, E. W. 
Potter, Jr., and A. E. Avery are the incorporators. 

John E. Eustice, Oakland, Cal., president of the Cali- 
fornia State Association of Master Plumbers, made a trip 
to Petaluma recently and organized an association there, 
nearly all the plumbers in town joining. 

The Southern Pacific Railroad Company has inaug- 
urated a freight service that is especially beneficial to the 
plumbing supply houses and other heavy shippers as well 
as to the plumbers doing business within a radius of 200 
miles of San Francisco. The service is a less-than-carload 
distributive one out of San Francisco, by which all freight 
delivered at the T ownsend street sheds before four o’clock 
in the afternoon is scheduled to reach all points within 
the 200-mile radius before twenty- four hours have expired. 
The new schedule will aid both the San Francisco jobbers 
and the interior trade and is certain to increase the whole- 
sale trade of San Francisco. 

\ new plumbing shop is being erected by George 
C. Comstock, of Williams, Cal.,; and will be ready for 
occupancy within a short time. 

H{. T. Sherriff, the Pacific Coast representative | of Nye, 
“the Die Man,” is in the Northwest visiting the trade, and 
when last heard from was in Seattle. 

\ new plumbing shop has been opened recently at 
Newark, Cal., by A. E. Marmaduke. 

Plumbing and heating bids are being invited for the 
work in three new public school buildings at Seattle, 
\\ ‘ash. 

News has just been received from Bakersfield, Cal., 
that most of the plumbers at that place have quit work 
and refuse to return until the local Board of Health per- 
forms its duty. It is claimed by the plumbers that the 
Board is very lax and is not complying with the law. The 
walkout has paralyzed operations in the Oil City. 

J. Royce, 342 N. Main St., Los Angeles, Cal., has se- 
cured the contract for the installation of plumbing and 
gas-fitting systems in a three-story brick building to be 
erected tor Kaspare Cohn on F. 2nd St. Consideration 
$3,850. Architects Edelman & Barnett, Blanchard Bldg., 
prepared the plans. 

The Newport Engineering Co., Portland, Ore. has 
been awarded a contrat for the construction of a central 
station heating plant at the State Insane Asylum at 
Salem, Ore. 

J. S. Farnsworth will soon establish a new plumbing 
business at Palms, Los Angeles county, Cal. He would 
like to receive catalogs of. plumbing goods from manu- 
facturers and jobbers. 

Kroeger Bros., Los Angeles, Cal., have secured the 
contract for the installation of the plumbing system in the 
new school to be erected on 68th street. Consideration, 
$2,936. The Machinery & Electrical Co. has been awarded 
the contract for the heating and ventilating svstems in the 
same huilding at a consideration of $2.644. 
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Surface Values 


No good agriculturist reckons crop possibilities by the number 
of farm acres—swamp, meadow and woodland. He bases his esti- 
mate on the character of the land. So, there is no greater mistake 
than that of basing the power of a house-heating boiler on the 
quantity of its heating surface, irrespective of position. 


Boiler heating surface is desirable: 
but the direct surface, that is, surface 
nearest the fire, is worth from four to 
twenty-six times as much per square foot 
as indirect or flue area—in proportion as 
it is remote from the fire. That is one 
treason IDEAL Boilers give satisfaction; 
they are so proportioned as to present the 
largest percentage of their heating surf- 
ace directly to the fire. 


; 
* 





MERICAN x |DEAL 


RADIATORS BOILERS 


A Heating Outfit is More Efficient with NORWALL and SYLPHON SPECIALTIES 








AMERICAN RADIATOR COMPANY 


General Offices, 282-286 Michigan Ave., Chicago. 
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952,414. Automatic Relief-Valve for Steam-Radiators. 
Walter W. Brissenden, Chicago, IIl., assignor to Na- 
tional Steam Specialty Company, Chicago, IIl., a Corpo- 
ration. Among the many claims made for this invention 
the following is probably the most noteworthy: “A valve 
comprising a valve-member adapted to expand when sub- 
jected to heat, a lower valve-seat, and an upper yielding 
valve-seat, said valve-member being loosely disposed be- 
tween said yielding valve-seat at the top and the other 
valve-seat at the bottom whereby it rests loosely on one 
seat and is opposed by the yielding seat, and the structure 
as a whole having a lower outlet and a lateral inler, the 
said inlet being disposed between the said upper and 
lower valve seats, and means whereby displacement of 
said yielding valve-seat is indicated.” 

952,482. Steam Trap. William R. Templeton, Boston, 


ENGINEERING 
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952,629. Pipe Threading Tool. John B. Phillips, Warren, 
Ohio, assignor to The Borden Company, Warren, Ohio, 
a Corporation of Ohio. Among the claims made for this 
invention are the following: “In a pipe threading tool, 
in combination, a housing, a sleeve extending therefrom 
threaded at one end, a barrel telescoping said sleeve and 
having an inwardly extended flange at its inner end form- 
ing a circular shoulder, an interiorly threaded collar with- 
in said barrel held against said shoulder, said collar engag- 
ing the thread of said sleeve, a guard band fitted within 
said sleeve and having an outwardly-extended flange bear- 
ing against the outer edge of said collar, a locking ring, 
means for securing the latter to said barrel, and a key 
for uniting said ring, guard band and collar.” 

952,784. Gas Lock-Cock. John T. Clayton, Chicago, III. 

952,814. Steam-Trap George Keisling, Scranton, and 
James D. Brown, Dunmore, Pa. 

952,855. Thermostatic Damper-Regulating Apparatus. 
Senamin C. Wickes, Auburn, N. Y. 

952,860 Chain Pipe-Wrench George Amborn, New 
York, N Y., assignor to J. H. Williams & Co., Brooklyn, 
N. Y., a corporation of New York. 

952,874. Water-Heater. Christopher CC. Burgener, 
Galion, Ohio. 

952,930. Boiler-Feed-Water Heater and Purifier. Walter 
J. McKnight, Buffalo, N. Y. 

952,956. Spring Attachment for Water-Closets. John 
W. Spalding, Aurora, III. 








Mass., assignor to Templeton Manufacturing Company, 
soston, Mass., a Corporation of Maine. 

952,531. Water Closet Bowl. John F. Kelly, Trenton, 
N. J., assignor to Thomas Maddock’s Sons Co., Trenton, 
N. J., a Corporation of New Jersey. Among the claims 
made for this invention the following 1s the most notable: 
“In a water closet bowl, a flushing rim embodying an 
inner wall, and an outer wall extending laterally and 
horizontally at a point above the top edge of the inner 
wall, and provided with an inner laterally directed edge 
overhanging said inner wall and defining the top opening 
of the bowl, said edge being almost wholly above the in 
ner wall and being curved at its inner surface to reduce 
the width of the surface defining the bowl opening, as de- 
scribed”, 

952,530. Attachment for Hose-pipe Nozzles, Joseph W. 
Kelley, Brookline, Mass 

952,545. Apparatus for Lining Pipes. James O. Persons, 
Norfolk, Va., assignor to American Pipe Lining Corpora- 
tion, Norfolk, Va., a Corporation of Virginia. 

952,602. Closet Joint. Joseph S. Candee, Buffalo, N. Y. 

952,605. Valve or Cock. Patrick J. Connors and George 
Kitch, Greenville, Pa. 

952,618. Water Heater. Herbert S. Humphrey, Kala 
mazoo, Mich. The most noteworthy claims made for this 
invention are as follows: “The combination with a water 
heater, of a gas burner therefor; a water valve casing 
having a cold water inlet and discharge, a hot water in 
let and discharge, and a circulation port connecting said 
hot water inlet with said cold water discharge, said cold 
water discharge and said hot water inlet being connected 
to the water heater; a water inlet valve: a return spring 
for said inlet valve; a circulation valve arranged to be 
automatically controlled by said inlet valve whereby it is 
closed when said water inlet valve is open, and opened 
when said water inlet valve 1s closed; a valve for controll- 
ing said hot water discharge; a thermostat connected to 
said heater; a gas valve casing having an inlet and a dis 
charge passage, said discharge passage being connected 
to said burner; and valves for controlling said inlet and 
discharge passages, said inlet valve being arranged to be 
controlled by said water inlet valve and said discharge 
valve being controlled by said thermostat.” 


THE NEW WATROUS SELF-CLOSING FAUCET. 


The Watrous Co., Fisher Bldg., Chicago, has just placed 
on the market a neat and symmetrical faucet to be known 
as the New Watrous Push-Button Self-Closing Faucet No. 
7, having no corners or joints and is hence easily cleaned 
and polished. It is original in design and is said to con- 
tain many important points not found in other self-clos- 
ing faucets. It operates simply and easily without water 
hammer, and it is constructed in such a manner that it is 





The New Watrous Push-Button Self-Closing Faucet. 


impossible to leave the faucet with water running. It 
closes against pressure and is made on the eduction prin- 
ciple to prevent stem leakage. A glance at the accom- 
panying sectional view shows that the large spring is 
above the water line and consequently free from corrosion 
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and easily adjustable for varying pressure. Access to 
working parts is obtained by simply removing cap nut 
and taking parts out through top of faucet. It is said 
to be the ideal faucet for office buildings, railway stations 





Sectional View of the New Watrous Push-Button Self-Closing 
Faucet. 


and educational institutions. Readers of this journal who 
are interested in such a faucet can obtain full particulars 
upon application to the manufacturer. 

ee 


“THE ANGLER.” 





The Nason Manufacturing Co., 71 Fulton St., New York 
City, is a disciple of Izaak Walton, and fishes for bus- 
iness by the distribution of a small monthly memorandum 
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EXPERIENCE—No., 3 


Last winter the expansion tank in the Alexander residence froze up 
and when he fired up his Capitol Boiler the next morning the 
expansion of the water caused a half section to burst. 

We plugged up the openings in the header and the cored base 
with wooden plugs and hung the old section back to complete the fire- 
box and fired up for him before the house became cold. 
the boiler this way until we got a new section from the factory. 

A neighbor of his who had a solid section boiler had a similar 
accident the same day, he had to vacate his house until a new section 
came all the way from the factory. 
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book to all those imterested in sanitary appliances trom 
the engineer's standpoint. Each booklet describes and 
illustrates some particular feature of the company’s pro 
ducts. You can obtain a free subscription to “The Angler’ 
by writing to the company and mention “Domesti 
kngineering.”’ 

too 


PLANS CENTRAL-HEATING PLANT FOR WINNI- 
PEG, MANITOBA. 


United States Consul-General John E. Jones has sub 
mitted the following report upon the prospective forma 
tion of a company in Winnipeg for constructing an un 
derground steam-heating plant in that Canadian city: 

The company’s tranchise, submitted for ratification to 
the present Manitoba legislature, provides for supplying 
steam or hot water for heating purposes and compressed 
air In vacuum for power purposes. The company, which 
has undertaken to finance the scheme if the franchise is 
ratified, agrees to spend $100,000 within a year from the 
time active work upon the plant is commenced 

The boiler plant will probably be located on the bank 
of the Red River, convenient to the business section ot 
the city. It will be of 5,000 horsepower and will deliver 
steam underground just as gas is delivered, operating in 
the central part of the city. 

The company notes that there are 59 such plants in the 
United States. It expects that its plant, fully equipped, 
will represent an expenditure of over $1,000,000 


->-s? 
NEW BUSINESS VENTURES. 


The St. Cloud Plumbing & Heating Co. has opened an 
up-to-date establishment at 110% Fifth Ave., So. St. 
Cloud, Minn. Frank Burton will act as general manager. 

James Fields has opened a plumbing establishment at 
1013 Fifth Ave., Fargo, N. D. 

Brierton & Hupack is the style of a new plumbing firm 
which has just started in business on Jones St., Amboy, IIL. 

Strader & Greening is the name of a new plumbing firm 
on East Lake St., Minneapolis, Minn 
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(Name on request.) 


United States Heater Company. 


General Offices and Works: Fort St. and Campbell Ave., DETROIT, MICH. 
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SALES AGENCIES: 
MINNEAPOLIS, MINN., . 
ST. LOUIS, MO., . 
DENVER, COLO., 
DULUTH, MINN., 


Plumbing & S.F. Supplies Co. 
L. M. Rumsey Mfg. Co. 
Kellogg & Stokes Stove Co. 
Duluth Plumbing Supplies Co. 
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Classified Advertisements 


Advertisements under this heading 4 
cents per word per issue, address in- 
cluded. Remittance to be made with or- 
der. To insure insertion copy should be 
received not later than Wednesday morn- 
ing. 


Situations Wanted 


POSITION WANTED—BY HEATING 

supply salesman; 20 years’ experience. 
Age 40. Address 227, ‘“‘Domestic Engi- 
neering,.”’ 323-325 Dearborn St., Chicago. 


WAN TED—POSITION AS BUYER AND 
Sales Manager or Branch Manager in 
wholesale plumbing and heating supply 
line, by man now employed in similar 
position on the Pacific Coast. Prefer east- 
ern city. Address No. 261, ‘‘Domestic En- 
gineering,’’ 325 Dearborn St., Chicago. 


TRAVELING SAL ESMAN FOR HEAT- 

ing and Power Plant Supplies is open 
for an engagement, Has had 15 years’ ex- 
perience. Knows the trade well—from 
Buffalo to Denver. Address 231, ‘‘Domes- 
tic Engineering,’’ 325 Dearborn St., Chi- 
cago. 


RADIATOR SALESMAN WITH AN EX- 

tensive acquaintance in New York and 
vicinity would like to make a change 
this spring. A No. 1 references. Address 
265, “‘Domestic Engineering,’ 325 Dear- 
born St., Chicago. 


WANTED—A POSITION AS SOLICITOR 
and estimator with a heating contractor; 
15 years’ experience on heating work; or 
would take position as salesman for heat- 
ing or plumbing goods; experience and ex- 
tensive acquaintance with the trade in the 
East. Address No. 266, “‘Domestic FEn- 
gineering,’’ 325 Dearborn St., Chicago 


TRAVELING SALESMAN, WHO HAS 

covered the Pacific Coast for a manu- 
facturer of plumbers’ brass goods for sev- 
eral years, would like to make a change 
May 1. Has a large acquaintance. Ad- 
dress 268, ‘‘Domestic Engineering,’’ 325 
Dearborn St., Chicago 


SITUATION WANTED—STEADY EM- 

ployment by first-class steamfitter. Can 
design and estimate. No boozer. Best of 
references Address, stating wages. No. 
267, ‘“‘Domestic Engineering,’ $25 Dear- 
born St., Chicago. 





WANTED—POSITION WANTED BY 

good reliable plumber; can estimate 
plumbing and heating; has experience in 
mechanical drawing and laying out of 
work; sober, industrious; can make good 
anywhere. Address No. 3606, “‘Domestic 
Engineering,’ Chicago 


Help Wanted. 
WANTED—A FIRST-CLASS PLUMBER. 
WwW. 


Address William Bokenkamp, 225 
2nd St., Muscatine,-lowa. 





WANTEI A PROMINENT MANU- 

facturer of Plumbing Fixtures, a repre- 
sentative for New Mexico and Arizona, 
who is familiar with the trade; preferably 
as a side line and on commission basis. 
Address No. 269, ‘‘Domestic Engineering,’’ 
325 Dearborn St., Chicago 


WANTED—A FIRST-CLASS FOREMAN 
for old-established Plumbing and Heat- 
ing business. Must be thoroughly capable, 
reliable, a hustler, and able to accurately 
estimate work. A splendid opportunity 
for right party Address No. 300, ‘‘Do- 
mestic FEngineering,’’ 325 Dearborn St., 
Chicago 
WANTEIY HEATING ENGINEER ~ of 
experience as estimator and designer 
and for broad general work, with con- 
tracting firm in Chicago. Right position 


for right and competent man, to whom 
will be given a free hand. All replies in 
strict confidence. Address No. Behe 


“Domestic Engineering,’ Chicago. 


WANTED—A TRAVELER ACQUAINTED 

with the architects’ and retail plumbing 
trade in the Central States. Must have 
good acquaintance and full knowledge of 
closet fixtures and other specialties in 
connection with plumbing supplies. Give 
references and salary expected. Address 
No. 301, ‘“‘Domestic Engineering, 325 
Dearborn St., Chicag 





DOMESTIC ENGINEERING 


» for the Pacific coast and 


—COMPLETE PLUMBING 


“Domestic a 
323- 395 Dearborn St.. 


and heating library. 


FOR SALE—GOOD PLUMBING BUSI- 
sewers just going 
in; good reasons for selling. Address No. 
y “Domestic Engineering,’’ 


ness in good town; 


NEW YORK CITY— 
Hand-power pipe threading machine, as 
as new, capacity from 1 to 
“Domestic Engineering,’’ 


FOR SALE IN 


Address No, 230, 
325 Dearborn St., 


PLUMBING AND 
heating business in northern Michigan 


’ 3295 Dearborn St., 


SALE—FIRST-CLASS PLUMBING 

and heating business in Indiana town 
with a population of 15,000. 
y for the right man. 
“Domestic Engineering,”’ 


FOR SALE—PLUMBING AND TINNING 

business in Ohio town of 7,000; good lo- 
established 20 years; 
invoice about $2,500; 
Address No. 260, 
“Domestic Engineering,’ 325 Dearborn 8St., 


selling old age. 


SALE—PLUMBING 

Illinois city with population of 5,000. 
Has been established 7 years. 
i Will sell at a most reason- 
Reason poor health. 





SALE—WISHING 
will sell patented vacuum-heating sys- 
, either United States and Canada or 
Over four hundred success- 


ful plants in operation. Address No, 256, 


FOR SALE—PLUMBING AND HEAT- 
ing business in New 


owner’s health; will sell at fair price. 


” 995 Dearborn St., 


-SECOND-HAND 
cutting machine, 


Parties wish to retire on 


Selling Agencies Wanted. 


A ge ntleman who has been connected 
plumbing and heating trade in 
San Peanciace and on the Pacific Coast 


for many years, would like to handle 


270, ‘Domestic Engineering,” 








Plumbing Schools 


PLUMBING ON NEW 


ings in four months. Tools furnished. 


Chas. H. Denison. 


Consulting Practical 
Pressure Steam and Hot-Water Heating, 
Advice on Business Af- 
2730 Wilcox Ave., Chicago. 





Vol. LI, No 





WE PUBLISH: 





AIR VALVES FOR STEAM HEATING 


SYSTEMS. This book tells how, why 
and where air valves should be used. 
5x7% in.; 39 pp. Postpaid, 25 cents. 


A COMPLETE GUIDE TO TESTING 

PLUMBING. A full treatise showing 
the necessity of testing new and old 
work; methods of testing fully described; 
74%x5% in.; seventeen illustrations. Post- 
paid, 25 cents. 





DEAN'S SYSTEM OF GREENHOUSE 
HEATING by steam or hot water; 
used for years; convenient and reliable: 
makes greenhouse heating estimating 
very simple. Flexible cloth aquane. 5%x 
7% in., 46 pp. Postpaid, $2.0 


MAKING THE BUSINESS PAY. Let- 

ters of John Burton, retired successful) 
plumber and steamfitter, to his nephew 
still in business, Practical, instructive, 
entertaining, a guide to better business. 
Cloth bound, 5%x7% in.; 168 pp. Post- 
paid, $1.00. 





SWIMMING POOLS. Their construction; 

cold and hot water supply; various 
methods of heating the water; directions 
as to selecting correct sizes of heaters. 
A practical guide to the subject. Over 
thirty illustrations; 64x4% inches. Post- 
paid, 50 cents. 


SIZE OF FLOW AND RETURN STEAM 

MAINS. Contributions from thirty 
heating engineers of different cities in 
United States, giving current practice; 
full of practical advice and useful tables. 
Bound in boards, 6%4x4% in., 104 pp. 
Postpaid, 50 cents. 


TABLES FOR CALCULATING ‘SIZES 
OF STEAM PIPES. These tables fur- 
nish a method of determining sizes of 
steam pipes for low pressure heating 
without laborious mathematical calcula- 
tions. Bound in cloth; 4%x6% in.; 47 
pp. Postpaid, $2.00. 


DEAN'S STEAM FITTER’S COMPUTA- 

TION BOOK. Tables for finding 
cubical contents of rooms and radiation 
required, also general information on 
points of interest to steam and hot wa- 
ter fitters. Flexible cloth bound, 5x7% 
in., 90 pp. Postpaid, $2.50. 





SANITATION IN THE MODERN HOME. 
An invaluable guide to the architect, 
plumber, heating engineer and house 
owner, telling just what is necessary to 
make a home completely sanitary from 
the subsoil to the roof. 8x5% in.; 272 
pp.; bound in cloth. Postpaid, $2.00. 


oO pa SEWERAGE OF BUILD- 

NGS. An authoritative statement of 
the principles and practice of sewering 
buildings, including the design and con- 
struction of plumbing systems, disposal 
of sewage in unsewered localities, etc. 
8x5 in.; ae in cloth; 209 pp. Post- 
paid, $1.5 





ROUGHING-IN HOU SE DRAINS. A 
complete guide to the work of rough- 
ing-in plumbing, from the digging of the 
sewer to the finishing length of the soll 
and vent stacks, giving each step to be 
taken and telling how and why it is 
done. 6%x4% in.; 184 pp.; bound in 
boards. Postpaid, 50 cents. 








PLUMBING CATECHISM. Second edi- 

tion. This book formulates, in ques- 
tion and answer form, the basic princi- 
ples of plumbing design and practice 
It is therefore especial commended to 
students in engineering * trade schools, 
and to master and journeymen plumb- 
ers, preparing for examinations. Bound 
1 a. 6%x4% in.; 125 pp. Postpaid, 


NOTES ON HEATING AND VENTILA- 

TION. Second edition. This book is 
a resume of lectures delivered to classes 
in heating and ventilation at the Uni- 
versity of Michigan. It is written pri- 
marily for the steamfitter and designer 
of heating systems. Reduced to as brief 
a form as possible, so that readers can 
readily find notes or data desired. Bound 
in cloth, 6%x4% inches; 272 pp.: post- 
paid, $2.00. 


Address— 
DOMESTIC ENGINEERING, 
323-325 Dearborn St., Chicago. 








